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Title 3—THE PRESIDENT 

Executive Order 11351 

AMENDING EXECUTIVE ORDER NO. 11318, DESIGNATING THE EURO¬ 
PEAN SPACE RESEARCH ORGANIZATION AS A PUBLIC INTERNA¬ 
TIONAL ORGANIZATION 

Hy virtue of the authority vested in me by sections 1 and 11 of the 
International Organizations Immunities Act (59 Stat. CCD; 22 F.S.C. 
288), as amended by Public Law 89-858 (80 Stat. 5), Executive Order 
No. 11318 "of December 5, 1900, is amended by adding thereto the 
following paragraph: 

“This order shall lie effective as of May 31,19CG." 

■ <1 

Tar. WaiTF. Horse, 

Ma y 22, 10G7. 

I F.It. Doc. 07-5810: Filed. May 22.1007; 2:58 p m.] 
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THE PRESIDENT 
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Executive Order 11352 


SUSPENDING A PROVISION OF SECTION 5751(b) OF TITLE 10, UNITED 
STATES CODE, WHICH RELATES TO OFFICERS OF THE MARINE CORPS 
IN THE GRADE OF LIEUTENANT COLONEL 

Ity virtue of the authority vested in me by section 5785(b) of title 
10 of the United States Code, I hereby suspend tbe provision of sec¬ 
tion 5751(b) of title 10 of the United States Code which relates to tlie 
service-in-grade requirement for officers of the Marine Corps in the 
grade of lieutenant colonel for eligibility for consideration by a selec- 
t ion board for promot ion to t he next higher grade. 



Tur. Whitt House, 

May 22, 1967. 

I P-It. Doc. 07-5872; Filial. May 23. 1907; 11:29 a.m ] 
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Rules and Regulations 


Title 7—AGRICULTURE 

CHapfer I—Consumer and Marketing 
Service (Standards, Inspections, 
Marketing Practices), Department of 
Agriculture 

PART 52—PROCESSED FRUITS AND 
VEGETABLES, PROCESSED PROD- 
UaS THEREOF, AND CERTAIN 
OTHER PROCESSED FOOD PROD¬ 
UCTS 

Standards for Grades 

In accordance with the provisions of 
section 3(a) of the Administrative Pro¬ 
cedure Act <PX. 89—487, July 4. 1966>, 
the existing U.S. Standards for Grades 
of the products included in this docu¬ 
ment are hereby codified without sub¬ 
stantive change. 

Compliance with the provisions of the 
standards set forth in this part shall not 
excuse failure to comply with the pro¬ 
visions of the Federal Food. Drug, and 
Cosmetic Act (or with applicable State 
laws and regulations). 

The following subparts are added to 
Part 52: 


Tououncm roil Grades 

Sec. 

52.2879 Application of tolerances. 

52.2880 Tolerances for comb-section honey. 

52.2881 Tolerance* for shallow-frame comb 

honey. 

52 2882 Tolerances for wrapped cut-comb 
honey. 

62.2883 Tolerances for chunk or bulk comb 

honey—packed In tin. 

53.2884 Tolerances for chunk or bulk comb 

honey—packed In glass. 

Colors, Color Classifications 

62.2885 Official USDA colors, 

52.2886 Color classifications of comb honey. 
522887 Uniformity of oolor. 

DsyiNtTXoNS or Terma 
52.2888 Definitions of terms. 

Subpart—U.S. Sfandards for Grades 
of Comb Honey 1 

Product Description 
§ 52.2861 Product description. 

The grades in this subpart, as herein¬ 
after outlined, are for the following 
variations of comb honey: 

Comb-section honey. 

Shallow-frame comb honey. 

Wrapped cut-comb honey. 

Chunk or bulk comb honey. 


Subport—U.S. Stondord* fof C«adei of Comb 
Honoy 

Product Description 

Sec. 

52 2861 Product description. 

Grades or Comb-Section Honey 


52 2862 U4L Fancy comb-section honey. 

52.2863 US. No. 1 comb-section honey. 

52.2864 U.S. No. 1 Mixed Color comb-section 

honey. 

52 2865 U.S. No. 2 comb-section honey. 
52^866 Unclassified comb-section honey. 

Grades for Shallow-Frame Comb Honey 


52 2867 US. Fancy shallow-frame comb 
honey. 

52 2868 U.S. No. 1 shallow-frame comb 

honey. 

53 2869 Unclassified shallow-frame comb 

honey. 

Grades for Wrapped Cut-Comb Honey 


52 2870 U.8. Fancy wrapped cut-comb 
honey 

M 2871 U.S. No. l wrapped cut-comb honey, 
62 2872 Unclassified wrapped cut-comb 

honey. 


Oiumb tor Chink or Bulk Comb Hcinrt 


52 2873 

52.2874 

52.2875 
52.2878 
522877 
52.2878 


OB. Pane, chunk or bulk comb 
honey—packed In tin. 

U.8. No. 1 chunk or bulk comb 
honey—packed In tin. 

Unclassified chunk or bulk oomb 
honey—packed In Un. 

U.8. Fancy chunk or bulk comb 
honey—packed In glass. 

U.S, No. 1 chunk or bulk comb 
honey—packed In glass. 

Unclassified chunk or bulk comb 
honey—packed In glass. 


Grades or Coms-Sectxon Honey 

§ 52.2862 l',S. Fancy comb-section 

lioacy. 

UJ3. Fancy honey shall consist of 
comb-section honey that meets the fol¬ 
lowing requirements: 

(а) The comb shall— 

<1) Have no uncapped cells except in 
the row attached to the wood section; 

(2) Be attached to 75 percent of the 
adjacent area of the wood section if the 
outside row of cells is empty, or attached 
to 50 percent if the outside row is filled 
with honey; 

(3) Not project beyond the edge of the 
wood section: 

(4) Not have dry holes; 

<5> Have not more than a total of 2*4 
linear inches of through holes: 

(б) Be free from cells of pollen. 

<b) The cappings shall— 

<1) Be dry and free from weeping and 
from damage caused by bruising or other 
means. 

(2) Present a uniformly even appear¬ 
ance except in the row attached to the 
wood section. 

<c> The color of the comb and cap¬ 
pings shall conform to the requirements 
as Illustrated for this grade in the offi¬ 
cial color chart. 


1 This U a reissue < with alight modifications 
In wording, arrangement, and format) of the 
U.8. Standards for Grades of Comb Honey, 
Circular No. 24. as revised, of the US. Deport¬ 
ment of Agriculture. That circular, revised 
Aug. 1933. Is out of print. 


(d) The honey shall— 

< 1) Be uniform in color throughout the 
comb. 

<2) Be free from damage caused by 
granulation, honeydew, poorly ripened 
or sour honey, objectionable flavor or 
odor, or other means. 

<e) The wood section shall— 

U> Be as free from excessive propolis 
and/or pronounced stains as illustra¬ 
tion A in the official color chart. 

<2> Be smooth and new in appearance, 
of white to light bull basswood, and shall 
not contain knots and/or streaks in ex¬ 
cess of the amount shown In illustration 
B in the color chart. 

<f> The minimum net weight shall be 
12 ounces, unless otherwise specified 

§ 52.2863 U.S. N«. 1 cotnb-ftccl inn 

honey, 

U S. No. 1 honey shall consist of comb- 
section honey that meets the following 
requirements: 

< a > The comb shall— 

(1 ‘ Have no uncapped cells except— 

<i) In the row attached to the wood 
section, and/or 

<U> In the row adjoining the outside 
row, in the corners, and along the lower 
edge, provided the number does not ex¬ 
ceed 15 In a comb section. 

(2) Be attached to 50 percent of the 
adjacent area of the wood section; 

(3> Not project beyond the edge of the 
wood section; 

(4; Have no dry holes; 

(5) Have not more than a total of 4 
linear inches of through holes; 

(6) Be free from cells of pollen. 

<b> The cappings shall— 

(1) Be dry and free from weeping and 
from damage caused by bruising or other 
means; 

(2) Present a uniformly even appear¬ 
ance except in the row attached to the 
wood section and except for slight ir¬ 
regularities affecting not to exceed one- 
half of the comb surface. 

<c) The color of the comb and cap¬ 
pings shall conform to the requirements 
as illustrated for this grade in the official 
color chart. 

<d) The honey shall— 

(1) Be fairly uniform In color through¬ 
out the comb; 

(2) Be free from damage caused by 
granulation, honeydew, poorly ripened or 
sour honey, objectionable flavor or odor, 
or other means. 

(e) The wood section shall— 

< 1) Be as free from excessive propolis 
and/or pronounced stains as Illustration 
A in the official color chart; 

< 2 > Be smooth and new in appearance, 
of white to light buff basswood, and shall 
not contain knots and/or streaks in ex¬ 
cess of the amount shown in illustration 
B In the color chart. 

(f) The minimum net weight shall be 
11 ounces, unless otherwise specified. 


No. ioo- 2 
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RULES AND REGULATIONS 


§ 52.2864 U.S. No. 1 Mixed Color comb- 
section lionry. 

When sections of U-8. No. 1 comb-sec¬ 
tion honey of different colors are packed 
In the same container, they shall be des¬ 
ignated as U.8. No. 1 Mixed Color comb- 
section honey. 

§ 52.2865 U.S. No. “2 comb-»ecl«on 
honey. 

UJS. No. 2 honey shall consist of comb- 
section honey that meets the following 
requirements: 

(a) The comb shall— 

(1) Have no uncapped cells except— 

(1) In the row attached to the wood 
section, and/or 

<ii) In the row adjoining the outside 
row. In the comers, and along the lower 
edge; provided the number docs not ex¬ 
ceed 30 in a comb section; 

(ill) Elsewhere In the body of the 
comb, not more than 5; of the total num¬ 
ber of uncapped cells exclusive of those 
In the outside row, not more than 20 may 
be empty; 

(2) Be attached to 50 percent of the 
adjacent area of the wood section; 

(3) Not project beyond the edge of the 
wood section; 

(4) Have no dry holes larger than 
three-eighths inch across if more than 
1% inches from the wood section; 

(5) Have not more than a total of 6 
linear inches of through holes; 

(6) Be free from serious damage 
caused by cells of pollen. 

(b) The cappings shall— 

<I) Not be badly bruised, marred, or 
leaking (small holes cut in cappings or 
small broken surfaces permitted): 

(2) Have no requirements as to uni¬ 
formly even appearance. 

(c) The color of the comb and cap¬ 
pings shall conform to the requirements 
as illustrated for this grade in the of¬ 
ficial color chart. 

(d) The honey shall— 

(1) Have no requirements as to uni¬ 
formity In color in any of the comb 
sections; 

(2) Be free from serious damage 
caused by granulation, honeydew, poorly 
ripened or sour honey, objectionable 
flavor or odor, or other means. 

<e) The wood section shall— 

(1) Be as free from excessive propolis 
and/or pronounced stains as illustration 
A In the official color chart; 

<2) Be new in appearance, unless 
otherwise specified. 

(f) The minimum net weight shall be 
10 ounces, unless otherwise specified. 

§ 52.2866 Unclassified comb*iertion 
honey. 

Unclassified comb-section honey shall 
consist of comb-section honey that does 
not conform to the requirements for any 
of the foregoing grades. 

Grades for Shallow-Frame Comb Honey 

§52.2867 UA Fancy shallow-frame 
comb honey, 

U.S. Fancy honey shall consist of 
shallow-frame comb honey that meets 
the following requirements: 

(a) The comb shall— 


(1) Be produced In shallow frame 
spaced 1 % inches from center to center, 
which will give a comb thickness of not 
less than 1 inch, unless otherwise 
specified; 

(2) Be drawn out on foundation which 
is light in color and is thin enough to 
produce a comb that compares favorably 
in texture with the comb In comb-section 
honey; 

<3> Be well built out; 

(4) Never have contained brood; 

(5) Have no dry holes; 

<fl) Have no uncapped cells, except as 
follows— 

(!) Empty cells in the row attached to 
the frame, and/or 

(11) 150 uncapped cells filled with 
well-ripened honey in the adjoining row; 

(7) Be free from cells of pollen. 

(b) The cappings shall— 

<1) Not be broken or damaged by 
other means; 

(2) Present a uniformly even appear¬ 
ance. 

(c) The color of the comb and cap¬ 
pings shall conform to the requirements 
as illustrated for U.S. Fancy comb- 
section honey in the official color chart. 

(d) The honey shall— 

(1) Be uniform In color throughout 
the combs of the lot, unless otherwise 
specified; 

(2) Be free from damage caused by 
granulation, honeydew. poorly ripened or 
sour honey, objectionable flavor or odor, 
or other means. 

§ 52.2868 U.S. No. 1 di allow-frame comb 
honey. 

U5. No. 1 honey shall consist of 
shallow-frame comb honey that meets 
the following requirements: 

(a) The comb shall— 

(1) Be produced in shallow frames 
spaced 1% inches from center to center, 
which will give a comb thickness of not 
less than 1 inch, unless otherwise 
specified; 

(2) Be drawn out on foundation which 
Is light in color and is thin enough to 
produce a comb that compares favorably 
in texture with the comb in comb-section 
honey; 

(3) Never have contained brood; 

(4) Have no uncapped cells, except as 
follows— 

(1) Empty cells in the row attached to 
the frame and in the adjoining row, 
and/or 

<ii) Additional uncapped filled cells, 
provided they are confined to groups and 
in the aggregate do not cover over 10 
percent of the comb surface in any 
frame; 

(5) Be free from damage caused by 
cells of pollen. 

(b) The cappings shall— 

(1) Be free from serious damage 
caused by being broken or by other 
means; 

(2) Present a uniformly even appear¬ 
ance except for slight irregularities af¬ 
fecting not to exceed one-half of the 
comb surface. 

(c) The color of the comb and cap¬ 
pings shall conform to the requirements 
as illustrated for U.8. No. 1 comb-section 
honey in the official color chart. 


(d) The honey shall— 

(1) Be fairly uniform In color 
throughout the comb; 

(2) Be free from damage caused by 
granulation, honeydew. poorly ripened or 
sour honey, objectionable flavor or odor, 
or other means. 

§ 52.2869 Unclaaoificd shallow-f rartir 

comb honey. 

Unclassified shallow-frame comb 
honey shall consist of shallow-frame 
comb honey that does not conform to 
the requirements for either of the fore¬ 
going grades. 

Grades for Wrapped Cut-Comb Honey 

§ 52.2870 U.S, Fancy wrapped cnt-comli 
honey, 

U.8. Fancy honey shall consist of 
wrapped cut-comb honey that meets the 
following requirements; 

(a) The comb shall— 

(1) Be drawn out on foundation that 
Is light In color and is thin enough to 
produce a comb that compares favorably 
In texture with the comb In oomb-section 
honey; 

(2) Have no uncapped cells except on 
the cut edges; 

(3) Never have contained brood; 

(4) Have no dry holes; 

(5) Be free from cells of pollen. 

(b) The cappings shall— 

(1) Be free from weeping and from 
damage caused by bruising or other 
means; 

(2) Present a uniformly even appear¬ 
ance. 

(c) The color of the comb and cap¬ 
pings shall conform to the requirements 
as illustrated for U S. Fancy comb-sec¬ 
tion honey In the official color chart. 

(d) The honey shall— 

(1) Be uniform In color throughout 
the comb; 

(2) Be free from damage caused by 
granulation, honeydew. poorly ripened or 
sour honey, objectionable flavor or odor, 
or other means. 

(e) The wrapper shall be transparent, 
clean, and sealed in such a manner as to 
prevent leakage. 

<f) The minimum net weight shall be 
12 ounces, unless otherwise specified. 

§ 52.2871 U.S. No, 1 wrapped cul-rond, 
honey. 

U.8. No. 1 honey shall consist of 
wraped cut-comb honey that meets the 
following requirements: 

(a) The comb shall— 

(1) Be drawn out on foundation that 
Is light In color and Is thin enough to 
produce a comb that compares favorably 
in texture with the comb in comb-section 
honey: 

(2) Have no uncapped cells, except as 
follows— 

(l) On the cut edges, and/or 

<ii) In the row adjoining the cut edge, 
provided the number does not exceed 15 
In a cut comb; 

(3) Never have contained brood; 

(4) Have no dry holes; 

(5) Be free from cells of pollen. 

(b) The cappings shall— 
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< 1) Be tree from weeping and from 
damage caused by bruising or other 

moans; 

(2) Present a uniformly even appear¬ 
ance except for slight irregularities af¬ 
fecting not to exceed one-half of the 
comb surface. 

<c> The color of the comb and cappings 
shall conform to the requirements as 

IiLstrated for U.S. No. 1 comb-section 
honey in the official color chart. 

<d> The honey shall— 

(1) Be fairly uniform in color through¬ 
out the comb; 

(2) Be free from damage caused by 
granulation, honeydew. poorly ripened 
or sour honey, objectionable flavor or 
odor, or other means. 

<e) The wrapper shall be transparent, 
dean, and sealed in such a manner as to 
prevent leakage. 

<f) The minimum net weight shall be 
11 ounces, unless otherwise specified. 

£ ’>2.2872 lnrb«»ifir<l wrapped rut- 
I'oiub honey. 

Unclassified wrapped cut-comb honey 
shall consist of cut-comb honey which 
does not conform to the requirements 
for either of the foregoing grades. 

Grades ron Chunk or Bulk Comb Honey 


§ .*2.2873 U.8. Fancy chunk or bulk 

comb honey—parked in tin. 


U.8 Fancy chunk or bulk comb honey 
packed in tin shall consist of not less 
than 50 percent by volume of chunk or 
bulk comb honey, unless otherwise spec¬ 
ified, which meets the following require¬ 
ments: 

<a ) The comb shall — 

<1> Be drawn out on foundation that 
Ls light in color and is thin enough to 
produce a comb that compares favorably 
in texture with the comb In comb-section 
honey; 

<2i Have not more than one uncapped 
cell per square Inch of comb surface; 

«3> Never have contained brood: 

»4> Have no dry holes; 

<5) Be free from cells of pollen. 

<b> The cappings shall— 
a) Be free from damage caused by 
bruising or other means: 

i2) Present a uniformly even appear¬ 
ance. 


<c> The color of the comb and cap¬ 
pings shall conform to the requirements 
as illustrated for U5. Fancy com b-sec- 
honey in the official color chart, 
except that any amount of watery cap- 
pmgs shall be permitted. 

<d> The honey shall— 

*1) Be uniform in color throughout 
the comb and the color of the honey in 
ihe comb shall not be darker than the 
next darker color classification of the 
extracted honey used to make up the 
total weight. 

<2i Be free from damage caused by 
'Emulation, honeydew. poorly ripened or 
Mur honey, objectionable flavor or odor, 
other means. 

H. 7!}? total weight shall be made 
p with U 8. Fancy extracted honey. 

The color of the honey within the 
ontainer shall be designated according 
the color of the extracted honey used 
t make up the total weight. 


8 52.2874 U.S. No. 1 chunk or hulk comb 
honey—packed in tin. 

U.8. No. 1 chunk or bulk comb honey 
packed in tin shall consist of not less 
than 50 percent by volume of chunk or 
bulk comb honey, unless otherwise spec¬ 
ified. which meets the following require¬ 
ments: 

(a) The comb shall— 

(1) Be drawn out on foundation that 
Is light In color and is thin enough to 
produce a comb that compares favor¬ 
ably In texture with the comb in comb- 
section honey: 

t2) Have not more than two uncapped 
cells per square inch of comb surface: 

(3) Never have contained brood: 

( 4) Have no dry holes: 

(5) Be free from cells of pollen. 

<bi The cappings shall— 

(1) Be free from damage caused by 
bruising or other means: 

12) Present a uniformly even appear¬ 
ance except for slight Irregularities af¬ 
fecting not to exceed one-half of the 
comb surface. 

<c) The color of the comb and cap¬ 
pings shall conform to the requirements 
as illustrated for U.S. No. 1 comb-section 
honey in the official color chart, except 
that any amount of watery cappings 
shall be permitted. 

<d> The honey shall— 

11) Be fairly uniform in color 
throughout the comb and the color of 
the honey in the comb shall not be 
darker than the next darker color clas¬ 
sification of the extracted honey used 
to make up the total weight; 

12) Be free from damage caused by 
granulation, honeydew, poorly ripened or 
sour honey, objectionable flavor or odor, 
or other means. 

fe> The total weight shall be mAde 
up with U S. Fancy extracted honey. 

tf> The color of the honey within the 
container shall be designated according 
to the color of the extracted honey used 
to make up the total weight. 

§ 52.2875 l n« la—ifir<! chunk or hulk 
comb lion?}—packed in tin. 

‘Unclassified" chunk or bulk comb 
honey packed In tin shall consist of 
chunk or bulk comb honey that does not 
conform to the requirements of any of 
the foregoing grades. 

§ 52.2876 U.S. Fancy chunk or hulk 
comb honey—packed in kUm. 

"U3. Fancy" chunk or bulk comb 
honey packed In glass shall consist of 
chunk or bulk comb honey that conforms 
to the requirements for this grade when 
packed in tin, except that no given vol¬ 
ume of chunk or bulk comb honey Is re¬ 
quired. 

§ 52.2877 No. 1 chunk or hulk comb 
honey—packed in gin**. 

"U.8. No. 1” chunk or bulk comb honey 
packed In glass shall consist of chunk or 
bulk comb honey that conforms to the 
requirements for this grade when packed 
In tin, except that no given volume of 
chunk or bulk comb honey is required. 


§ 52.2878 Unelitftidficd chunk or bulk 
comb honey—parked in gla**. 

"Unclassified" chunk or bulk comb 
honey packed In glass shall consist of 
chunk or bulk comb honey that does not 
conform to the requirements of any of 
the foregoing grades. 

Tolerances for Grades 
§ 52.287*) Application of tolerance*. 

The tolerances specified for the vari¬ 
ous grades arc placed on a container ba¬ 
sis. However, any lot of honey shall be 
considered as meeting the requirements 
of a specified grade if no sample from 
the containers in any lot Is found to ex¬ 
ceed the tolerances specified by more 
than double the amount allowed, pro¬ 
vided the entire lot shall average within 
the tolerance specified. 

§ 52.2880 Tolerance* for romb-Mrtion 
honey. 

(a) US. Fancy , US. No. 1 . and US. 
No. 1 Mixed Color . (1) In order to allow 
for variations, other than In weight, in¬ 
cident to proper grading and handling, 
not more than 5 percent, by count, of the 
comb sections In any container may be 
below' the requirements for the grade, but 
not to exceed two-fifths of this tolerance, 
or 2 percent of the comb sections In any 
container, shall be allowed for defects 
causing serious damage. 

<2) In addition to the foregoing tol¬ 
erance. not more than 5 percent, by 
count, of the comb sections in any con¬ 
tainer may fail to meet the weight re¬ 
quirements. 

(b) US. No. 2. fl> In order to allow 
for variations, other than in weight, in¬ 
cident to proper grading and handling, 
not more than 5 percent, by count, of 
the comb sections In any container may 
be below the requirements for the grade. 

t2) In addition to the foregoing tol¬ 
erance, not more than 5 percent, by 
count, of the comb sections in any con¬ 
tainer may fail to meet the weight 
requirements. 

§ 52.2881 Tulrranrr* for fellatio*-fra mr 
comb boric} . 

«a> U.S. Fancy and US. No, 1. (I ) In 
order to allow for variations, other than 
in weight, incident to proper grading 
and handling, not more than 5 percent, 
by count, of the frames of honey in any 
container may be below the requirements 
for the grade, but not to exceed two-fifths 
of this number, or 2 percent of the frames 
in any container, shall be allowed for 
defects causing serious damage. 

(2) In addition to the foregoing tol¬ 
erance. a variation of not more than 5 
percent below the net weight marked on 
the cases shall be permitted. 

§ 52.2882 Tolrrnnm for xmpped cut- 
romb honey. 

(a) U.S. Fancy and US. No. 2. <I> In 
order to allow for variations, other than 
in weight, incident to proper grading and 
handling, not more than 5 percent, by 
count, of the wrapped cut combs in any 
container may be below the requirements 
for the grade, but not to exceed two-fifths 
of this tolerance, or 2 percent of the 
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wrapped cut combs In any container, 
shall be allowed for defects causing 
serious damage. 

(2) In addition to the foregoing tol¬ 
erance. not more than 5 percent, by 
count, of the wrapped cut combs In any 
container may fall to meet the weight 
requirements. 

g 52.2883 Toleronec* for chunk or hulk 
comb honey —pocked in tin. 

(a> US. Fancy and US. No. f. In or¬ 
der to allow for variations Incident to 
proper grading and handling, not more 
than 5 percent, by count, of the con¬ 
tainers In any lot may have honey below 
the requirements for the grade. 

§ 52.2884 Tolerance* for chunk or hulk 
comb honey—packed in kUm. 

(a) US. Fancy and US. No. 1. In or¬ 
der to allow for variations Incident to 
proper grading and handling, not more 
than 5 percent, by count, of the con¬ 
tainers in any lot may liave honey below 
the requirements for the grade. 

Colors. Colo* Classifications 
§ 52.2885 Oiliciat USDA colors, 

(a) Official color chart. The official 
color chart mentioned throughout this 
subpart is out of print and no longer 
available. 

tb> USDA glass color standards. These 
color standards replace the '‘official color 
chart" which Is out of print. Information 
regarding the USDA glass color stand¬ 
ards. and their availability, may be ob¬ 
tained from: 

Processed Products Standardisation and In¬ 
spection Branch. Fruit and Vegetable 
Division. Consumer and Marketing Serv¬ 
ice. UJ3. Department of Agriculture, 
Washington. D C. 20250. 

§ 52.2886 Color dnM»licalion* of comb 
honey. 

(a) Comb-section honey, shallow- 
frame comb honey, and wrapped cut- 
comb honey shall be classified as white, 
light amber, amber, or dark amber. 

(b) The foregoing color classification 
shall be determined in accordance with 
the color standards as outlined in the 
applicable U.S. Standards for Grades of 
Extracted Honey, but the color shall be 
designated as follows: 

(1) Honey classed as water white, ex¬ 
tra white, and white for extracted honey 
shall be designated white comb honey; 

(2) Honey classed as extra light amber 
and light amber shall be designated light 
amber comb honey; 

(3) Honey classed as amber shall be 
designated amber comb honey; 

(4) Honey that is darker than amber 
shall be designated dark amber comb 
honey. 

(c) In classifying the color of comb 
honey, a sample of liquid honey shall be 
drained from a broken comb and the 
determination made according to the 
color standards for extracted honey as 
outlined in the applicable U.S. Standards 
for Grades of Extracted Honey. 

<d> It is permissible to state the color 
of the honey contained in the comb in 
conformity with the colors established 
for the classification of the color of 
extracted honey. 


RULES AND REGULATIONS 

§ 52.2887 Uniformity of color. 

(a) "Uniform in color" means that no 
pronounced variation in color Is apparent 
in the honey on looking through a comb 
toward the light 

(b) "Fairly uniform In color" means 
that honey of a slightly different color 
from that in the body of the comb section 
Is permitted in the row next to the sec¬ 
tion and in 10 additional cells, provided 
these additional cells are well distributed 
and are in the row adjoining the outside 
row. In no event shall the contrast of 
color be greater than that between any 
color classification and the darker color 
classification. 

Definitions of Terms 
§ 52.2888 Definition* of term*. 

fa) "Damage" means any injury or 
defect that materially affects the appear¬ 
ance. edibility, or shipping quality of the 
honey, such as: 

(1) The presence of any cells, of pol¬ 
len In more than one-third of the combs 
in any lot of US. No. 1 shallow-frame 
comb honey. One-third of the combs 
may have not more than 50 cells of pollen 
in a comb, provided they arc not widely 
scattered but are on the outside edges 
of the comb. 

(2) The presence in comb-section 
honey, shallow-frame comb honey, 
wrapped cut-comb honey, or chunk or 
bulk comb honey packed in tin or glass, 
of more than 10 percent by volume of 
granulated honey in the uncapped cells, 
or of more than very small or scattered 
granules in the capped cells. 

(3) The presence of any spots of 
feces (bee excrement) on the comb. 

(b> "Serious damage" means any in¬ 
jury or defect that seriously affects the 
edibility or shipping quality of the honey. 
Any spots of feces on the surfoce of the 
comb or, in sections, attachment of comb 
to less than 45 percent of the adjacent 
area shall be considered serious damage. 

<c) "Uncapped cells" or cells, either 
empty or filled with honey, which are not 
sealed or capped over by the bees. 

<d> "Adjacent area of the section" 
means the total length of the four inner 
sides of the section, multiplied by the 
thickness of the comb; as. for instance. 
In the case of a section 4 Vs Inches square. 
4-f4-f4+4 equals 16, which, multiplied 
by the actual thickness of the comb, 
which might be \Ya inches, gives an ad¬ 
jacent area of 20 square inches. 

(e) "Project beyond the edge of the 
section" refers to the projection of comb 
beyond the widest part of the section, 
generally because no separators were 
used, and does not refer to the occasional 
slight projection of wax beyond the nar¬ 
row or beeway part of the section. Pro¬ 
jection at this point to such an extent 
that honey leaks down over the face of 
the comb is not permitted. 

(f) "Dry holes" are holes in the honey¬ 
comb larger than a cell, and not next 
to the wood; they may extend partly or 
entirely through the comb. 

(g) "Through boles" are holes or pas¬ 
sages through the comb from one side 
of the comb to the other, between the 
edge of the comb and the section. 


(h) "Weeping" Is the exudation or 
seepage of honey through the cappings, 
forming small drops which finally run 
down the face of the comb. It is usually 
caused by absorption of moisture from 
the atmosphere by the honey. 

<i> "Bruising" is any injury by ac¬ 
cident or pressure, such as an indenta¬ 
tion of the surface of the comb by pres¬ 
sure of fingers. Bruising is considered to 
be damage if it Is sufficient to cause 
leaking. 

(j) "Uniformly even appearance" 
means that the surface of the combs 
shall be free from irregularities other 
than those incident to the work of the 
bees in completing a comb of uniform 
construction. 

(k) "Slight irregularities" means ir¬ 
regularities of not more than one-eighth 
inch above or below the general surface 
of the comb, but not projecting beyond 
the edge of the section. The slight ridg¬ 
ing of comb surface sometimes incidental 
to the use of fence separators is not to 
be considered an irregularity. 

(l) "Freedom from excessive propolis 
and/or pronounced stains" means that 
the top of the wood section shall bear 
no greater stain from propolis than that 
ordinarily found on a paraffined section, 
and that the other three sides and the 
edges and inner faces and angles of the 
wood sections shall be reasonably free 
from propolis. Permissible stain is shown 
in the color chart. 1 

<m> "New in appearance" means not 
discolored by age or exposure. Paraffined 
sections usually appear new. even though 
they may be left over from a previous 
season. 

<n> "Well built out." as used in ref¬ 
erence to shallow-frame comb honey, 
means that the combs are fairly uniform 
in thickness throughout each comb and 
throughout the lot. 

Subpart—U.S. Standards for Grades of Sulk 
Sauerkraut 

Product DwannoN, Quads* 

8ec. 

52.3451 Product description. 

52.3452 Grade* of bulk sauerkraut. 

Factors or Quality 

52.3453 Ascertaining the grade. 

62-3454 Ascertaining tho rating of each 
factor., 

52.3455 Color. 

52.3456 Cut. 

62.3457 Absence of defects. 

62 3458 Texture. 

62.3459 Flavor. 

Mctmods or Analysis 
52 34CO Determination of acidity. 

Lot Comtuanc* 

52 3401 Ascertaining the grade of a lot. 
Scorn* Susrr 

623462 Score sheet for bulk sauerkraut. 

Subpart—U.S. Standards for Grades 
of Bulk Sauerkraut 

Product Description, Grades 
§ 52.3451 Product description. 

Bulk or barreled sauerkraut, herein¬ 
after referred to as "sauerkraut" or "bulk 


i See | 52-2865. 
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sauerkraut” Is the product of character¬ 
istic acid flavor, obtained by the full fer¬ 
mentation. chiefly lactic, of properly 
prepared and shredded cabbage in the 
presence of not less than 2 percent nor 
more than 3 percent of salt. It contains, 
upon completion of the fermentation, not 
less than 1.5 percent of acid, expressed 
as lactic acid. 

§ 32.3452 Grades of hulk luiiirrkraul. 

(a) “U.S. Grade A (First Quality)*" 
bulk sauerkraut is of a color approximat¬ 
ing. or Is lighter than “Olive Buff * (ac¬ 
cording to Ridgway's “Color Standards 
and Nomenclature*), with the shreds 
uniformly cut to approximately *fc-lnch 
In thickness. The product is practically 
free from defects and blemishes; Is of 
fine, crisp texture; possesses a normal, 
well developed, sauerkraut flavor; and 
scores not less than 85 points when 
scored according to the scoring system 
outlined herein. 

(b) ”UB. Grade C (Second Quality)** 
bulk sauerkraut may have a variable 
straw color, but not darker than ‘Dark 
Olive Buff** (according to Ridgway*s 

Color Standards and Nomenclature**); 
the shreds may lack uniformity of thick¬ 
ness. The product is reasonably free 
from defects and blemishes; is of reason¬ 
ably fine, crisp texture; possesses a nor¬ 
mal sauerkraut flavor; and scores not 
less than 70 points and need not score 
more than 84 points when scored ac¬ 
cording to the scoring system outlined 
herein. 

(c) * Substandard’* bulk sauerkraut is 
. auerkraut that fails to meet the require¬ 
ments of the foregoing grades or when 
any one of the grading factors falls In the 

D) classification. 


Factors or Quality 
§ 52.5-153 Ascertaining llie grade. 

The grade of bulk sauerkraut may be 
- certained by considering. In addition 
to the requirements in the definition, the 
following factors: Color, cut. absence of 
defects, texture, and flavor. The relative 
importance of each element has been ex¬ 
pressed numerically on a scale of 100. 
The maximum number of credits that 
may be given for each factor is: 


Color__ 

cut ._.. 

Absence of defects. 

Texture_ 

Tiavor _ 

Total score_ 


Points 
.. 15 

15 
10 

.. 15 

— 45 

-- 100 


§ >2.3454 Ascertaining the rating of each 
factor. 


The essential variations within each 
f^tor are so described that the value 
may be ascertained for each factor and 
expressed numerically. The numerical 
ranges within each factor are inclusive. 
For instance, the range 13 to 15 means 
13. 14. and 15. 


§ 52.3455 Color. 

(a) (A) classified ion. Sauerkraut that 
possesses a color approximating, or is 
lighter than ‘ Olive Bull’* (according to 
Ridgway’s “Color Standards and Nomen¬ 
clature”). may be given a credit of 13 
to 15 points. 

<b) <C) classification. If the sauer¬ 
kraut possesses a color ranging from 
“Olive Buff** to (but not darker than) 
“Dark Olive Buff”, or Is slightly greenish 
or yellowish, or possesses a tint of light 
brown, a credit of 10 to 12 points may be 
allowed. Sauerkraut that falls In this 
classification shall not be graded above 
UB. Grade C (Second Quality), regard¬ 
less of the total score for the product. 

(c) (D ) classification . If the sauer¬ 
kraut possesses a decidedly dark, or pink 
tinted color, a credit within the range of 
zero to nine points may be allowed. 

§ 52.3456 Cm. 

<a) (A) classification . If the shreds of 
sauerkraut are uniformly cut to approxi¬ 
mately !i:;-inch In thickness and are of 
a reasonable length, a credit of 13 to 15 
points may be allowed. 

(b) (C) classification. It the cut is very 
irregular, the shreds being “choppy” and 
poorly cut, a credit of 10 to 12 points may 
may be allowed. Sauerkraut that falls In 
this classification may not be graded 
above UB. Grade C (Second Quality)* 
regardless of the total score for the 
product. 

(c> (D) classification , Sauerkraut that 
Is very uneven in cut, containing de¬ 
cidedly thick or short shreds, may be 
given a credit of not more than nine 
points. 

§ 52.3 157 of defect*. 

(a) General. The factor of absence of 
defects refers to defects such as large 
pieces of leaves, dead leaves, large pieces 
of core, spotted shreds, or other defects. 

(b) <A) classification. Sauerkraut that 
Is practically free from the defects men¬ 
tioned may be given a credit of nine to 
10 points. 

(c) (C) classification. If the product is 
reasonably free from the defects men¬ 
tioned. a credit of six to eight points may 
be allowed. Sauerkraut that falls in this 
classification shall not be graded above 
U.S. Grade C (Second Quality), regard¬ 
less of the total score for the product. 

(d) ( D ) classification . If pieces of dead 
leaves, large pieces of core, spotted 
shreds, or any similar blemishes are 
prominently present to the extent of In¬ 
juring the appearance of the product, a 
credit within the range of zero to five 
points may be allowed. 

§ 52.3158 Texture. 

<a> General. The factor of texture re¬ 
fers to the condition of the product and 
the tendency of the shreds to be firm, 
fresh, crisp, and easy to cut, as contra¬ 
distinguished to soft or mushy. 


(b) (A) classification . Sauerkraut that 
is firm and crisp may be given a credit of 
13 to 15 points. 

(c) <C) classification . If the product is 
somewhat tough, or Is slightly soft, a 
credit of 10 to 12 points may be allowed. 
8aucrkraut that falls in this classifica¬ 
tion shall not be graded above UB. Grade 
C (Second Quality), regardless of the 
total score for the product. 

(d) (/)> classification. If the sauer¬ 
kraut is tough, or contrariwise, is soft 
and mushy, a credit within the range of 
zero to nine points may be allowed. 

§ 52.3459 Kin*or. 

(a> <A) classification. Sauerkraut that 
has a highly acid (expressed as lactic), 
palatable, clean, characteristic sauer¬ 
kraut flavor, may be given a credit of 
40 to 45 points. 

<b) (C) classification. IX the product 
possesses a good sauerkraut flavor that 
may be suggestive of improper bacterial 
action, but not markedly so. it may be 
given a credit of 34 to 39 points. Sauer¬ 
kraut that falls in this classification 
shall not be graded above UB. Grade C 
(Second Quality), regardless of the total 
score for the product. 

(c) <D) classification. It the flavor Is 
poor and unpalatable from any cause 
(acetic, butyric, yeasty, moldy, very 
salty, bitter stale, or rancid), a credit 
within the range of zero to 33 points may 
be allowed. 

Mmioos or Analysis 
§ 52.3460 Determination of aridity. 

The method of titration used to de¬ 
termine the degree of lactic acidity in 
sauerkraut is as follows; Place 10 cc. of 
sauerkraut juice In a flask, add 40 cc. of 
distilled water (hydrant water contains 
large quantities of alkaline salts wlUch 
tend to neutralize the sauerkraut acid 
before titration takes place). Shake the 
flask to mix thoroughly the sauerkraut 
juice and water. Add three or four drops 
of phenolphthaleln solution. Into this 
mixture slowly run, drop by drop, from a 
burette graduated in V l0 cc. and filled 
with % normal solution of sodium hy¬ 
droxide. enough of the sodium hydroxide 
to bring a permanent pink tint to the 
sauerkraut Juice solution, shaking the 
flask as the sodium hydroxide is added. 
As soon as the pink tint becomes perma¬ 
nent (at first it will fade away), note the 
amount of the hydroxide used, divide this 
number by 10, and the result is a number 
which Is the percentage of lactic acid 
in the sauerkraut Juice. 

Lot Compliance 

§52.3161 Ascertaining thr grade of a 
lot. 

The grade of a lot of bulk sauerkraut 
covered by these standards Is determined 
by the procedures set forth in the Regu¬ 
lations Governing Inspection and Certi¬ 
fication of Processed Fruits and Vege¬ 
tables. Processed Products Thereof, and 
Certain Other Processed Food Products 
<11 52.1 to 52.87). 
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Score Sheet 


§ 52.3162 SfOTf Jitft for bulk vauer- 
krnut. 



» S-*tu»rknuit that Mb In thb cJuartflcMkm may i*>t lw 
fni'lvU above U.8. (lr*d® C tSeconrl Quality). 

* H uirrknuit that Mb In thU claacKkatlon mny not h* 
imutcd *)x>v« ButvitaiHlanL 

Subport—U S Slondordt for Grodet of Canned 
Dried Prunes 

Phoduct Description, Types an© Vuiniu, 
ChUPI 

See. 

62.5001 Product description. 

62 5602 Type* and varieties of canned dried 
prune*. 

62 5603 Orade* of canned dried prune*. 

Liquid Mrotv Fnx or Contain**. Drained 
Whoiits. Count* 

52.5604 Sirup density. 

62.6605 Recommended fill of container. 
525606 Recommended minimum drained 
weights. 

525007 Count of prune*. 

Facto** or Quality 

52 5608 Ascertaining the grade. 

52.6000 Ascertaining the rating of each fac¬ 
tor. 

52 5610 Color. 

52.561 1 Uniformity of *lze. 

52.5612 Absence of defect*. 

52.5613 Character of fruit. 

Explanation or Tout* 

62 5614 Explanation of terms. 

Lot Compliance 

52.5615 Ascertaining the grade of a lot. 

8ooax Sit ext 

52.5010 Score sheet for canned dried prunes. 

Subport—U.S. Standards for Grades 
of Canned Dried Prunes 

Product Description, Types and 
Varieties, Grades 

§ 52.3601 Product description. 

Canned dried prunes are the whole, 
ripe fruit of the plum tree iPrunus 
domestical from which the greater por¬ 
tion of moisture was removed and which 
are subsequently processed, usually by 
rehydration in boiling water or steam; 
by packing with or without the addition 
of sirup, sugar, or a liquid medium; with 
or without the addition of a slight 
amount of edible acid; with or without 


the addition of a seasoning Ingredient, 
and are sufficiently processed by heat to 
assure preservation of the product in 
hermetically sealed containers. 

g 52.5602 Type* anil varieties of canned 
dried prune*. 

(a) “Sweet types’* include such vari¬ 
eties as French. Imperials. Sugar, and 
Robe de Sergeant varieties. 

(b) “Tart type” Includes the Italian 
variety. 

g 52.5603 Grade* of canned dried 
prune*. 

(a) “U.8. Grade A” or "US. Fancy” 
canned dried prunes are dried prunes 
of similar varietal characteristics which 
possess a normal flavor and are of such 
quality with respect to color, uniformity 
of size, absence of defects, and character 
of fruit as to score not less than 90 points 
when scored in accordance with the scor¬ 
ing system outlined herein. 

<b> “U.S. Grade B“ or “US. Choice” 
canned dried prunes are dried prunes 
of similar varietal characteristics which 
possess a reasonably uniform typical 
color; are reasonably free from defects; 
possess a reasonably good, tender, fleshy 
texture; possess a normal flavor; and 
are of such quality with respect to uni¬ 
formity of size as to score not less than 
75 points when scored in accordance with 
the scoring system outlined herein. 

(c) ”U JS. Grade C” or “UJ8. Standard” 
canned dried prunes are dried prunes 
which possess a fairly uniform, fairly 
good typical color; are fairly free from 
defects; possess a fairly good texture; 
possess a normal flavor; and are or such 
quality with respect to uniformity of 
size as to score not less than 60 points 
when scored in accordance with the scor¬ 
ing system outlined herein. 

<d> “U.S. Grade D“ or “Substandard” 
canned dried prunes are dried prunes 
that are wholesome and edible but fail 
to meet the requirements of UB. Grade 
C or U.S. Standard. 

Liquid Media, Fill or Container, 
Drained Weights, Counts 

§ 52*5601 Sirup density. 

(a) Canned dried prunes are usually 
packed In sirup, or other packing me¬ 
dium. Sirup “cut-out” requirements, 
however, are not incorporated in the 
grades of the finished product as sirup, 
as such, is not a factor of quality for the 
purpose of these grades. 

(b) Canned dried prunes will be certi¬ 
fied as to grade without regard to sirup 
density, but in each Instance Federal in¬ 
spection certificates will indicate the 
density of the sirup found upon exami¬ 
nation. When samples are officially 
drawn, the designation of sirup will be 
based upon the average sirup density of 
all containers examined, provided the 
range of variability is within the limits of 
good packing practice. For this purpose— 

(1) “Extra heavy sirup” means that 
the simp tests 30* or more Brix. 

(2) “Heavy sirup” means that the 
simp tests 24* to 30* Brix, 

(3) “Light simp” means that the simp 
tests 18° to 24* Brix. 


( 4 ) Simp that tests less than 18* Brix 
Is considered “Water pack.” 

§ 52.5605 RiTomnifmlrd fill of con* 
talner. 

The container shall be flUed with dried 
prunes as full as practicable without im¬ 
pairment of quality. The product and 
packing medium occupies not less than 
90 percent of the total volume capacity 
of the container. 

§52.5606 Recommended minimum 
drained weight*. 

(a) Drained weights of canned dried 
pmnes are determined by emptying the 
contents of the container upon a circu¬ 
lar sieve of proper diameter, containing 
eight meshes to the inch (0.097-lnch 
perforations) and allowing to drain for 2 
minutes. A sieve 8 Inches in diameter is 
used for No. 2 V* size containers and 
smaller, and a sieve 12 inches In diam¬ 
eter is used for containers larger than 
No. 2size. 

<b) The recommended minimum 
drained weights in the containers com¬ 
monly used in packing canned dried 
pmnes are shown in the following table: 


RacommvivliMl druliird wight 


Container ilu 
or IPWMJ 

Metal container* 

UIami cotv 
talner* 


K*cul«r 

pncR 

Heavy 

t*ck 

EUtfuUr 

pack 

S-o« 

34 oc. 



No. 1 Tall.. 

Jo *4 o*.... 

13 ac. 



No. 7 



No. 24 . 

10 o*. 

'.War . . 

iiu. 

No. 10 . 

70 o*.._ 

Uu ox—... 




<c> Canned dried pmnes that meet 
the recommended drained weight re¬ 
quirements for “Heavy Pack” will be cer¬ 
tified as “Heavy Pack” in addition to 
the grade statement. 

(d) When certifying samples which 
have been officially drawn from lots of 
canned dried pmnes, compliance of the 
entire sample with recommended mini¬ 
mum drained weights will be determined 
by averaging the drained weights of all 
containers in the sample, provided the 
range of variability is within the limits 
of good packing practice. If the average 
thus obtained is not less than the rec¬ 
ommended drained weight shown in the 
foregoing table, the samples will be cer¬ 
tified without exception. 

<c) Except as provided above, con¬ 
tainers of dried prunes that fall below 
the recommended minimum drained 
weight will be certified with the addi¬ 
tional statement; “Below recommended 
minimum drained weight.” 

§ 52.5607 Count of prune*. 

Federal inspection certificates will In¬ 
dicate the count of prunes found upon 
examination. 

Factors or Quality 
§ 52.5608 A*ccrt*ining the grade. 

The grade of canned dried prunes may 
be ascertained by considering. In addi¬ 
tion to the foregoing requirements, the 
following factors: Color, uniformity of 
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size, absence of defects, and character 
of fmlt. The relative importance of each 
factor has been expressed numerically 
on a scale of 100. The maximum number 
of points that may be given for each 
factor is: 

Points 

Color .- . - 20 

Uniformity of size --- 15 

Abe* no* of defect*- ——....- 30 

Character of fruit - 35 

Total score - 100 

§ 52.5609 AfrccrtnininK llic rating of 
each factor. 

The essential variations within each 
factor are so described that the value 
may be ascertained for each factor r\nd 
expressed numerically. The numerical 
ranges within each factor are inclusive. 
For example, the range 18 to 20 means 
18. 19. and 20. 

§ 52.5610 Color. 

(a) (A) Classification, Canned dried 
prunes that possess a practically uni¬ 
form. typical color may be given a score 
of 18 to 20 points. “Practically uniform, 
typical color" means that the color of 
the skins of the prunes is typical and 
may be black, blue black, or reddish 
brown; and that not more than 5 per¬ 
cent by count of the prunes may possess 
a dull chocolate brown surface color or 
may possess abnormal darkening of the 
flesh due to caramelization or fermenta¬ 
tion. 

'b) <B) Classification . If the canned 
dried prunes possess a reasonably uni¬ 
form. typical color, a score of 15 to 17 
points may be given. “Reasonably uni¬ 
form, typical color” means that the color 
of the skins of the primes is typical and 
may be black, blue black, or reddish 
brown; and that not more than 10 per¬ 
cent by count of the prunes may possess 
a dull chocolate brown surface color or 
may possess abnormal darkening of the 
flesh due to caramelization or fermenta¬ 
tion. 

<c) CC) Classification . If the canned 
dried prunes possess a fairly uniform, 
fairly good typical color, a score of 12 
to 14 points may be given. Canned dried 
prunes that fall into this classification 
shall not be graded above U-S. Grade C 
or UB. Standard, regardless of the total 
score for the product. “FaJrly uniform, 
fairly good typical color” means that the 
skins of the prunes may vary in shades of 
typical colors and that not more than 15 
percent by count of the prunes may pos¬ 
sess a dull chocolate brown surface color 
or may possess abnormal darkening of 
the flesh due to caramelization or fer¬ 
mentation. 

<d) <D) Classification. Canned dried 
prunes that are definitely off color for 
any reason or that otherwise fall to meet 
requirements of paragraph <c) of this 
1 faction may be given a score of zero to 11 
points and shall not be graded above U5. 
Orade D or Substandard, regardless of 
the total score for the product. 

§ 52.5611 lini fortuity of •toe. 

‘a) (A) Classification. Canned dried 
prunes that are practically uniform in 
size may be given a score of 14 or 15 


points. “Practically uniform In size” 
means that the weight of the largest 
prune may not exceed the weight of the 
smallest prune by more than 75 percent. 

<b) <fl) Classification . If the canned 
dried prunes are reasonably uniform in 
size, a score of 12 or 13 points may be 
given. “Reasonably uniform in size” 
means that the weight of the largest 
prune may not be more than twice the 
weight of the smallest prune. 

ic> (C> Classification. Canned dried 
prunes that vary in size may be given 
a score of 10 or 11 points. 

§ 52.5612 A borne* of dffrrh. 

(a) Definitions of defects. The factor 
of absence of defects refers to the degree 
of freedom from the following: 

c 1) Prunes U,at possess growth cracks, 
splits, breaks in the skin, or skin damage 
of the following descriptions: 

<l) Calloused growth cracks aggre¬ 
gating more than % inch in length. 

(11) Splits or breaks not having cal¬ 
loused edges when the flesh is mashed 
out beyond the protecting skin so as to 
affect materially the normal appearance 
of the prunes. 

(lii> Any cracks, splits, or breaks open 
to the pit. 

(iv> Skin damage caused by over¬ 
dripping. rain processing, or other causes 
which materially affects the appearance 
of the prunes. 

<2> Prunes that possess areas of scab 
of the following descriptions: 

(i> Tough or thick scab exceeding In 
the aggregate the area of a circle % inch 
in diameter. 

<il) Scab of other character exceeding 
In the aggregate the area of a circle ^ 
Inch in diameter. 

(3) Prunes that ’are so affected by 
burning or scorching in the sun. or in 
dehydration, as to damage materially 
the skin or flesh. 

(4) Prunes that are damaged by insect 
injury or other similar defects. 

*5) ”Tough or thick scab” means 
thick leathery areas on the skin fre¬ 
quently formed as the result of thrlp in¬ 
jury. mildew, leaf chafing, limb rubs, or 
other means. Such scab is to be distin¬ 
guished from “scab or other character” 
which is more or less inconsequential 
and practically blends in color with the 
skin on the portion of the prune not 
affected. 

<6) “Damaged by insect Injury” means 
healed or unhealed surface blemishes, 
and healed or unhealed blemishes in the 
flesh which ma'terially affect the appear¬ 
ance. edibility, or keeping quality of the 
fruit but which do not possess evidence 
of insect Infestation. 

<7) “Damaged by other similar de¬ 
fects” means any injury or defect or 
group of defects not mentioned herein 
which materially affect the appearance, 
edibility or keeping quality of the fruit. 

(b) <A> Classification Canned dried 
prunes that are practically free from de¬ 
fects may be gtven a score of 27 to 30 
points. “Practically free from defects” 
means that there may be present not 
more than 5 percent by count of prunes 
affected by any defect or any combina¬ 
tion of defects mentioned in paragraph 


(a) <l) f (2>, <3). and (4) of this section. 
One prune that is defective is permitted 
if it exceeds 5 percent by count. 

(c) Classification. If the canned 
dried prunes are reasonably free from 
defects, a score of 22 to 26 points may be 
given. “Reasonably free from defects” 
means that there may be present not 
more than 10 percent by count of prunes 
affected by any defect or any combina¬ 
tion of defects mentioned In paragraph 
• a) (1), (2). <3>. and (4) of this section. 
One prune that is defective is permitted 
if it exceeds 10 percent by count. 

fd> <C> Classification. If the canned 
dried prunes are fairly free from defects, 
a score of 17 to 21 points may be given. 
Canned dried prunes thnt fall into this 
classification shall not be graded above 
U.S. Grade C or U.8. Standard, regard¬ 
less of the total score for the product. 
“Fairly free from defects” means that 
there may be present not more than 15 
percent by count of prunes affected by 
any defect or combination of defects 
mentioned In paragraph <a> (1), (2), 
(3). and (4) of this section. 

<c> (D> Classification. Canned dried 
prunes that fail to meet the requirements 
of paragraph (d) of this section, may be 
given a score of 0 to 16 points and shall 
not be graded above U.S. Orade D or 
Substandard, regardless of the total score 
for the product. 

§ 52.5613 Charnrfrr nf fruit. 

ia> <A> Classification. Canned dried 
prunes that possess a good, fender, fleshy 
texture may be given a score of 31 to 35 
points. “Good tender, fleshy texture” 
means that the prunes are thick-fleshed; 
that not more than 5 percent by count of 
prunes have fibrous or tough skins; and 
that not more than 10 percent by count 
of prunes may be soft or hard in texture. 
One prune that possesses a tough skin. 
Is soft, or is hard, is permitted, if one 
prune exceeds 5 percent or 10 percent by 
count. 

<b> (B) Classification. If canned dried 
prunes possess a reasonably good, tender, 
fleshy texture, a score of 26 to 30 points 
may be given. “Reasonably good, tender, 
fleshy texture” means that the prunes 
are reasonably thick-fleshed; that not 
more than 10 percent by count of prunes 
may have fibrous or tough skins; and 
that not more than 15 percent by count 
of prunes may be soft or hard in texture. 

(c) (C) Classification. If the canned 
dried prunes possess a fairly good texture, 
a score of 21 to 25 points may be given. 
Canned dried prunes that fall into this 
classification shall not be graded above 
U.8. Grade C or U.8. Standard, regard¬ 
less of the total score for the product. 
Fairly good texture” means that the 
prunes may vary in thickness and texture 
of flesh or may possess fibrous or tough 
skins; and that not more than 20 percent 
by count of prunes may be soft or hard 
in texture. 

<d) <D> Classification. Canned dried 
prunes that fail to meet the requirements 
of paragraph (c) of this section may be 
given a score of zero to 20 points and 
shall not be graded above U.S. Grade D 
or Substandard, regardless of the total 
score for the product. 
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Explanation or Terms 
§ 52.5614 Ex plan nl Ion of terms. 

(a) “24* Brlx" means that the packing 
medium surrounding the fruit tests 24 
degrees when tested with a Brix spindle, 
or hydrometer, or with a refractometer, 
read at the proper temperature for the 
Instrument used. 

<b) “Normal canned dried prune 
flavor*' means that the product Is free 
from objectionable odors or objectionable 
flavors of any kind. 

Lot Compliance 

§ 52.5615 /Wertaining the grade of a 
lot. 

The grade of a lot of canned dried 
prunes covered by these standards Is 
determined by the procedures set forth 
in the Regulations Governing Inspection 
and Certification of Processed Fruits and 
Vegetables, Processed Products Thereof, 
and Certain Other Processed Pood Prod¬ 
ucts (}* 52.1 through 52.87). 

Score Shut 

§ 52.5616 Score »hrct for canned dried 
prune*. 



Subport—U S. Slorvdordt for Grodot of Drltd 
Apricot* 


See. 

52.5771 US. Ortulc D (Slab®) or Substand¬ 

ard (Slahe). 

Explanation or Teems 

52.5772 Explanation of term*. 

Work Sheet 

52.5773 Work sheet and summary of re¬ 

quirements for dried apricots. 


Subpart—U.S. Standards for Grados 
of Dried Apricots 

Product Description, Moisture, Sizes 
§ 52.5761 Product description. 

Dried apricots are the halved and 
pitted fruit of the apricot tree (Pnrnus 
armcniaca) from which the greater por¬ 
tion of moisture has been removed. Be¬ 
fore packing, the dried fruit is processed 
to cleanse the fruit and may be sulfurcd 
sufficiently to retain a characteristic 
color. 

§ 52.5762 Moisture. 

Federal inspection certificates shall in¬ 
dicate the moisture content of the fin¬ 
ished product which shall be not more 
than 26 percent by weight for sizes No. 
1. No. 2. and No. 3. and for slabs, and not 
more than 25 percent by weight for other 
sizes. 


§ 52.5763 Sizes. 


(a) Federal Inspection certificates 
shall Indicate the size or combination of 
sizes of halved apricots found upon ex¬ 
amination; or shall indicate ' Slabs'* if 
the apricots are such, or “Whole Pitted" 
(or “Slip Pitted". (If the apricots are 
found to be of this style. 

(b) The various sizes of dried apricots, 
except for slabs (including “whole pitted*' 
or “slip pitted" apricots) are as follows: 


No. I Size (Jumbo Size). 

No. 2 Size (Extra Fancy 
Size). 

No. 3 81ze (Fancy Site).. 

No. 4 Size (Extra Choice 
Size). 

No. 5 Size (Choice Size). 

No. 0 Size (Standard 
Size). 


1 % Inches, or 
inchee in di¬ 
ameter. 

1*4 inebee to 1% 
Inches In di¬ 
ameter. 

1*4 Inches to 1* 
inches In di¬ 
ameter. 

1 Inch to 1V4 
Inches In di¬ 
ameter. 

tfa inch to 1 inch 
In diameter. 

Leas than (fie 
Inch in diam¬ 
eter. 


Product DcscatmoN. Moisture, Sizes 

52.5701 Product description. 

52.5702 Moisture. 

52 5763 Sizes. 

Oeades of Deied Apexcots 
(O nta Than Slab Ghades) 

52 5764 US Orade A or US. Fancy. 
62.5705 U S. Grade B or US. Choice. 
52.57G0 UB. Grade C or US. Standard. 
52.5707 UB. Grade D or Substandard. 


(1) "Diameter" means the shortest 
measurement across the face of the apri¬ 
cot half when restored to its normal 
shape. 

(2) In determining compliance with 
size requirements of tills section, dried 
apricots will be considered as of one size 
if not more than 10 percent by weight 
of the fruit varies from the size range. 

Grades or Dried Apricots 
(Other Than Slab Grades) 


Gsadez or Deied Apeicots (Slabs) 

52.5768 UB. Orade A (Slabs) or UJS. Fancy 

(Slabs) • 

52.5769 U.S. Grade B (Slabs) or UB. Choice 

(Slabs), 

62.5770 UB. Grads C (Slabs) or UB, Stand¬ 

ard (Slabs). 


§ 52.5764 U.S. Grade A or UB. Fancy. 

(a) UB. Grade A or UB. Fancy dried 
apricots possess similar varietal charac¬ 
teristics; and possess a practically uni¬ 
form, bright typical color, characteristic 
of well-matured apricots. The fruit may 


possess pale yellow areas around the 
stem and that do not exceed an area 
equivalent to one-eighth of the outer 
surface side of the unit; not more than 
5 percent by weight of the fruit may be 
of a color described in UB. Grade B or 
UB. Choice, but none of the fruit may be 
of a color described in UB. Grade C or 
UB. Standard. 

<b) Not more than a total tolerance 
of 10 percent by weight may be slabs. Im¬ 
mature. or may possess pits or pieces of 
pits: may be damaged by discoloration, 
sunburn, hall marks, scab, disease, insect 
injury, or other similar defects; or may 
be affected by mold, decay, insect infes¬ 
tation (no live Insects are permitted). 
Imbedded dirt, or other foreign material: 
Provided. That, not more than two-fifths 
of the total tolerance, or 4 percent by 
weight, may be affected by mold, decay, 
insect infestation (no live insects are 
permitted), imbedded dirt, or other for¬ 
eign material; And further provided. 
That, not more than one-tenth of the 
total tolerance, or 1 percent by weight, 
may be affected by decay. 

§ 52.5765 U.S. Grade B or U.S. Choicr. 

(a) UB. Grade B or UB. Choice dried 
apricots possess similar varietal charac¬ 
teristics; and possess a reasonably uni¬ 
form. bright typical color, characteris¬ 
tic of reasonably well-matured apricots. 
The fruit may possess pale yellow areas 
around the stem end that do not exceed 
an area equivalent to one-fourth of the 
outer surface side of the unit; not more 
than 10 percent by weight of the fruit 
may be of a color described in UB. Grade 
C or UB. Standard, but none of the units 
may possess light green areas that exceed 
an area equivalent to one-fourth of the 
outer surface side of the unit. 

(b) Not more than a total tolerance 
of 15 percent by weight may be slabs, im¬ 
mature, or may possess pits or pieces of 
pits, may be damaged by discoloration, 
sunburn, hail marks, scab, disease, insect 
Injury, or other similar defects; or may 
be affected by mold, decay, insect infes¬ 
tation (no live insects are permitted). 
Imbedded dirt, or other foreign material: 
Provided . That, not more than one-third 
of the total tolerance, or 5 percent by 
weight, may be affected by mold, decay, 
insect infestation (no live Insects are per¬ 
mitted). imbedded dirt, or other foreign 
material: And further provided . That, 
not more than one-fifteenth of the total 
tolerance, or 1 percent by weight, may be 
affected by decay. 

§ 52.5766 U.S. Grad* C or U.S. Standard. 

(a) US. Grade C or UB. Standard 
dried apricots possess similar varietal 
characteristics; and possess a fairly uni¬ 
form typical color, characteristic of fairly 
well-matured apricots. The fruit may be 
pale yellow In color and may possess 
light green areas around the stem end of 
the fruit that do not exceed an area 
equivalent to one-quarter of the outer 
surface side of the unit, but not more 
than 15 percent by weight of the total 
fruit may possess light green areas that 
exceed an area equivalent to one-quarter 
of the outer surface side of the unit 
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(b) Not more than a total tolerance of 
20 percent by weight of the fruit may be 
slabs. Immature, or possess pits or pieces 
of pits: may be damaged by discolora¬ 
tion. sunburn, hall marks, scab, disease, 
insect injury, or other similar defects; 
or may be affected by mold, decay. In¬ 
sect Infestation (no live Insects are per¬ 
mitted). Imbedded dirt, or other foreign 
material: Provided, That, not more than 
one-fourth of the total tolerance, or 5 
percent by weight, may be affected by 
mold, decay, insect Infestation (no live 
Insects are permitted). Imbedded dirt, 
or other foreign material: And further 
provided , That, not more than one-tenth 
of the total tolerance, or 2 percent by 
weight, may be affected by decay. 

§ 32.5767 U.S. Grade D or Substandard. 

UJB. Grade D or Substandard dried 
apricots arc wholesome and edible fruit 
that fails to meet the requirements of 
US, Grade C or US. Standard: Provided . 
That, not more than 20 percent by weight 
of the total fruit may be slabs: and not 
more than 5 percent by weight of the 
total fruit may be affected by mold, de¬ 
cay. Insect Infestation (no live insects 
are permitted). Imbedded dirt, or other 
foreign material: And further provided. 
That, not more than 2 percent by weight 
of the total fruit may be affected by 
decay. 

Grades or Dried Apricots (Slabs) 

§ 52.5768 U.S. Grade A (SUk») or U.S. 

Fancy (Slolw). 

US. Grade A (Slabs) or US. Fancy 
Slabs) dried apricots meet the require¬ 
ments of US. Grade A or US. Fancy 
except that there is no limit to the per¬ 
centage of slabs. 

§ 32.5769 US. Grade B (Slabs) or U.S* 

< lioice (Slab*). 

US. Grade B (81abs) or U S. Choice 
' Slabs) dried apricots meet the require¬ 
ments of US. Grade B or US. Choice, 
except that there Is no limit to the per¬ 
centage of slabs. 

§ .12.5770 U.S. Cr.de C. (Slab.) or UA 
Standard (Slabs). 

VS. Orade C (Slabs) or U3. Standard 

* Slabs) dried apricots meet the require' 
menu or VS. Orade C or US. Standard, 
except that there is no limit to the per¬ 
centage of slabs. 

§ ">2.5771 U.S. Grade D (Slab.) or Sub- 
standard (Slabs). 

US. Grade D (Slabs) or Substandard 
'Slabs) dried apricots are wholesome and 
e-ri.ble fruit that fails to meet the require¬ 
ments of US. Grade C (Slabs) or US. 
Standard (Slabs): Provided, That, not 
more than 5 percent by weight of the 
toUl fruit may be affected by mold, de- 
( y Insect infestation (no live insects 
me Permitted). Imbedded dirt, or other 

* *dgn material: And further provided, 

1 hat* not more than 2 percent by weight 

°} lhe to tal fruit may be affected by 

tfocfty. 
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Explanation of Terms 
§ 52.5772 Explanation of terms. 

(a) Damage or other defects. (1) 
-Damaged by discoloration" means that 
the apricots have become excessively 
darkened. Darkening of otherwise sound 
fruit characteristic of fruit held in stor¬ 
age. in keeping with good commercial 
practice, shall not be considered as dam¬ 
aged by discoloration unless excessively 
darkened. 

(2) -Damaged by sunburn" means any 
substantial damage to color or texture of 
skin caused by excessive heat from the 
sun. 

(3) "Damaged by hall marks, scab, or 
disease" means' that the combined area 
of all such defects, or of any one such de¬ 
fect. exceeds in the aggregate an area 
equivalent to the area of a circle three- 
eighths inch in diameter. 

(4) "Damaged by other similar de¬ 
fects" means any injury or defect or 
group of defects not mentioned herein 
which materially affect the appearance, 
edibility, or keeping quality of the fruit. 

(5) "Damaged by insect injury" means 
healed or unhealed surface blemishes, 
and healed or unhealed blemishes in 
the flesh which materially affect the ap¬ 
pearance. edibility, or keeping quality of 


the fruit but which do not possess evi¬ 
dence of insect infestation. 

(6) "Affected by insect infestation" 
means that the dried apricots show the 
presence of insects, insect fragments, or 
excreta. No live insects are permitted. 

(7) "Affected by imbedded dirt" 
means the units have sufficient quanti¬ 
ties of adhering dirt to give the fruit a 
dirty, smudgy appearance and dirt which 
may not be removed readily in washing 
the fruit. 

(b) Maturity . (l) «• Well-matured” 
means that the apricots are fully ripe. 

(2) -Reasonably well-matured" means 
that the apricots are firm and may not 
have reached the fully ripe stage. 

(3) -Fairly well-matured" means that 
the apricots may be hard but not imma¬ 
ture. 

(4) "Immature" means that the apri¬ 
cots are tough or possess a green or 
other color indicative of immature fruit. 

(c) Slabs. "Slabs” are apricots that 
have been mashed, broken, or mutilated 
to the extent that they have lost their 
normal contour and have become defi¬ 
nitely flattened at the edge or rim. A half 
that has a slightly torn edge is not con¬ 
sidered a slab. For the purpose of these 
grades "whole pitted" (or "slip pitted") 
dried apricots are considered as slabs. 


Work Sheet 



Subporf—U.S. Sfondordt for Grades of Dried 
Peaches 

Product Description, Moxstttb*. Types and 
Varieties, Sizes 

Sec. 

52 5801 Product description. 

62 5802 Moisture. 

52.5803 Typos and varieties of dried poaches. 
52 5804 Sizes of dried poaches. 

Grades or Dried Peaches 
62.5805 US. Grade A or US. Fancy. 


8oc. 

62.5806 US. Grade B or US. Choice. 

62.5807 US. Grade C or US. Standard. 
52.5806 US. Grade B or Substandard. 

Explanation or Terms 
52.5809 Explanation of terms. 

Woax Sheet 

626810 Work sheet and summary of re¬ 
quirements for dried peaches. 


No. 100-3 
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Subpart—U.S. Standards for Grades 
of Dried Peaches 

Product Description. Moisture, Types 
and Varieties, Sizes 

§ 52.S80I !*r«Mlur! description. 

Dried peaches are the halved and pit¬ 
ted fruit of the peach tree (Primus per- 
sica) from which the greater portion of 
moisture has been removed. Before pock¬ 
ing, the dried fruit is processed to cleanse 
the fruit and may be sulfured sufficiently 
to retain a characteristic color. 

§ 52.5802 MoUlurr. 

Federal inspection certificates shall in¬ 
dicate the moisture content of the fin¬ 
ished product which shall be not more 
than 25 percent by weight. 

g 52.5803 oml variolic* of dried 

peach e*. 


(b> Not more than a total tolerance 
of 10 percent by weight may be slabs, 
Immature, or may possess pits or pieces of 
pits; may be damaged by discoloration, 
sunburn, hail marks, scab, disease, in¬ 
sect Injury, or other similar defects; or 
may be affected by mold, decay. Insect 
Infestation (no live Insects are per¬ 
mitted). imbedded dirt, or other foreign 
material; Provided, That, not more than 
three-tenths of the total tolerance, or 
3 percent by weight, may possess pits or 
pieces of pits; not more than two-fifths 
of the total tolerance, or 4 percent by 
weight, may be affected by mold, decay, 
Insect infestation (no live insects arc 
permitted), imbedded dirt, or other 
foreign material; And further provided, 
That, not more than one-tenth of the 
total tolerance, or 1 percent by weight, 
may be affected by decay. 

§ 52.5806 U.S. Grade R or U.S. Choice. 


(a) Freestone. (1) Muir variety. 

(2) Lovell variety. 

(3) Elberta variety. 

(4) Other freestone varieties or mixed 
freestone varieties. 

(b) Clinpstone . (1) Midsummer vari¬ 
ety. 4 

(2) Phillips variety, 
g 52.5804 Siitft of drit'd pcarhr*. 

(a) Federal inspection certificates 
shall indicate the size or combination of 
sizes of halved peaches found upon exam¬ 
ination. 

(b) The various sizes of dried peaches 
are as follows: 

No. 1 Size (Jumbo Size). 2 Inches or larger 
In diameter. 

No. 3 8iz© (Extra Fancy 1% Inches to 2 
Size). Inches in diam¬ 

eter. 

Na 3 Size (Fancy Size). IV* Inches to 1% 
inches In diom- 


No. 4 Size (Extra Choice l\ inches to 1V» 

Size). Inches in diam¬ 

eter. 

No. 5 Size (Choice Size), life Inches to IH 
inches In diam¬ 
eter. 

No. S Sloe (Standard Lees than 1% 

Size). inches in diam¬ 

eter. 

(1) ••Diameter” means the shortest 
measurement across the face of the 
peach half when restored to its normal 
shape. 

(2) In determining compliance with 
size requirements listed above, dried 
peaches will be considered as of one size 
if not more than 10 percent by weight of 
halves vary from the size range. 

Grades op Dried Peaches 
g 52.5805 U.S. Grade A or U.S. Fancy. 

(a) U.S. Grade A or U.S. Fancy dried 
peaches possess similar varietal char¬ 
acteristics; and possess a practically 
uniform, bright typical color, character¬ 
istic of well-matured peaches. Not more 
than 5 percent by weight of the fruit 
may be of a color described in U8. Grade 
B or U.S. Choice, and none of the fruit 
may be of a color described in U.S. Grade 
C or U.8. Standard. 


<a> U.S. Grade B or U.S. Choice dried 
peaches possess similar varietal charac¬ 
teristics; and possess a reasonably uni¬ 
form. bright typical color, characteristic 
of reasonably well-matured peaches. Not 
more than 10 percent by weight of the 
fruit may be of a color described in U.S. 
Grade C or U.S. Standard. 

<b) Not more than a total tolerance of 
15 percent by weight may be slabs, im¬ 
mature. or may possess pits or pieces of 
pits; may be damaged by discoloration, 
sunburn, hail marks, scab, disease, insect 
injury, or other similar defects; or may 
be affected by mold, decay, Insect infes¬ 
tation (no live insects are permitted), 
imbedded dirt, or other foreign material: 
Provided, That, not more than one-third 
of the total tolerance, or 5 percent by 
weight, may possess pits or pieces of 
pits; not more than one-third of the 
total tolerance, or 5 percent by weight, 
may be affected by mold, decay, insect 
infestation (no live insects are permit¬ 
ted), imbedded dirt, or other foreign 
material; And further provided. That, 
not more than one-fifteenth of the total 
tolerance, or 1 percent by weight, may 
be affected by decay. 

§ 52.5807 U.S. Grade C or U.S. Standard. 

<a> U.S. Grade C or U.S. Standard 
dried peaches possess similar varietal 
characteristics; and possess a fairly uni¬ 
form typical color, characteristic of 
fairly well-matured peaches. 

(b) Not more than a total tolerance 
of 20 percent by weight of the fruit may 
be slabs. Immature, or possess pits or 
pieces of pits; may be damaged by dis¬ 
coloration. sunburn, hail marks, scab, 
disease. Insect injury, or other similar 
defects; or may be affected by mold, 
decay, insect infestation (no live Insects 
are permitted), imbedded dirt, or other 
foreign material; Provided, That, not 
more than one-haU of the total tolerance, 
or 10 percent by weight, may possess pits 
or pieces of pits; not more than one- 
fourth of the total tolerance, or 5 percent 
by weight, may be affected by mold, de¬ 
cay. insect infestation (no live insects 
arc permitted). Imbedded dirt, or other 
foreign material: And further provided , 
That, not more than one-tenth of the 


total tolerance, or 2 percent by weight, 
may be affected by decay. 

g 52.5808 U.S. Grade I) or SubaUndord. 

U.S. Grade D or Substandard dried 
peaches are wholesome and edible fruit 
that fails to meet the requirements of 
U8. GradeC or U8. Standard: Provided 
That, not more than 5 percent by weigh? 
of the total fruit may be affected by mold, 
decay, Insect infestation <no live insects 
are permitted). Imbedded dirt, or other 
foreign material: And further provided 
That, not more than 2 percent by weight 
of the total fruit may be affected by 
decay. 

Explanation or Terms 
§ 52.5809 Explanation of term*. 

(a) Damage or other defects . (1> 
"Damaged by discoloration" means that 
the peaches have become excessively 
darkened. Darkening of otherwise sound 
fruit characteristic of fruit held in stor¬ 
age, in keeping with good commercial 
practice, shall not be considered as dam¬ 
aged by discoloration unless excessively 
darkened. 

(2) "Damaged by sunburn" means any 
substantial damage to color or texture 
of skin caused by excessive heat from the 
sun. 

(3) "Damaged by hail marks, scab, or 
disease" means that the combined area 
of all such defects, or of any one such 
defect exceeds in the aggregate an area 
equivalent to the area of a circle three- 
eighths inch in diameter. 

( 4 ) "Damaged by other similar de¬ 
fects" means any Injury or defect or 
group of defects not mentioned herein 
which materially affect the appearance 
edibility, or keeping quality of the fruit. 

(5) "Damaged by insect injury" 
means healed or unhealed surface blem¬ 
ishes, and healed or unhealed blemishes 
in the flesh which materially affect the 
appearance, edibility, or keeping quality 
of the fruit but which do not possess 
evidence of insect infestation. 

(6) "Affected by insect infestation’ 
means that the dried peaches show the 
presence of insects, insect fragments, or 
excreta. No live insects are permitted. 

<7) "Affected by imbedded dirt" raoan^ 
the units have sufficient quantities of 
adhering dirt to give the fruit a dirty, 
smudgy appearance and dirt which may 
not be removed readily in washing the 
fruit. 

(b) Maturity , (1) "Well-matured 

means that the peaches are fully ripe 

(2) "Reasonably well-matured" means 
that the peaches are firm and may not 
have reached the fully ripe stage. 

(3) "Fairly well-matured" means that 
the peaches may be hard but not imma¬ 
ture. 

( 4 ) "Immature" means that the 
peaches are tough or possess green or 
other color indicative of immature fruit. 

(c) Slabs. "Slabs" are peaches that 
have been mashed, broken, or mutilated 
to the extent that they have lost their 
normal contour and have become def¬ 
initely flattened at the edge or rim. A 
half that has a slightly torn edge is not 
considered a slab. 
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Work Sheet 

§ 52.5810 Work ihfft and Mimmnry of requirement# for dried peaches. 


»f r%a* or pockae*...... 

MukiiRt.,.....—...... 

— 



Net vaRbl......—.—..—.. 

11 i 

— 



A 

BCD 



Color 

• A tojoc .. . .—- 

iii tilo PeolAr _ _ - ,<- 

1 1 

Minimum mjatrementj 

Mavlmum tidimuxw 

M%| ud *%J—— 

ktJ i»w 

But not nxvr than 

*%! MM - 

But not more thon 

«%l «! «! r» 

But not more thon 
l%\ ISj 3%J 27. 



Pinters 

Totkl tJcfcClH —-••••• • ,jar , . , , , , -—-- mm • m 

t-Uh*. UMl UnmAtVire; domojeed by <Uato boon Lon. Rinbum. hoil mark*, •cob. 
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Arvi ;»i! by mold, decoy, truwei Infestation, imbedded dirt, or other foreign 


ilrryU__.........._ ___—..—.. 

-- 
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Svbporl- - U.S. Standard} for Grade} of Dried 
Poors 


(b) The various sizes of dried pears 
are as follows: 


Product Description, Moisture, Bun 

See. 

j 2 5841 Product description. 

52 5842 MoUturc. 

52 5843 Slxaa of dried pears. 

Grades for Dried Pears 

•2 5844 UjS. Orsde A or U.S. Fancy. 

■2 5845 VJ3. Grade B or U.S. Choice. 

52 5848 VS Grade C or UB. Standard. 

2 5817 U.8. Grade D or Substandard. 

Explanation or Terms 
j 5848 Explanation of terms. 

Work Sheet 

52 5849 Work sheet and summary of re¬ 
quirements for dried pears. 

Subpart—U.S. Standards for Grades 
of Dried Pears 

Product Description, Moisture, Sizes 
§ 52.5811 Product description. 

Dried pears are the halved fruit of the 
pear tree (Pyrus communis) which may 
or may not be cored, from which the ex¬ 
ternal stems and calyx cups have been 
removed, and from which the greater 
portion of the moisture has been re¬ 
moved. Before packing, the dried fruit is 
processed to cleanse the fruit and may 
be sulfurcd sufficiently to retain a char¬ 
acteristic color. 

§ 52.5842 MoUturc. 

Federal Inspection certificates shall 
indicate the moisture content of the fin¬ 
ished product which shall be not more 
Than 26 percent by weight. 

§ >2.5813 Sizes of dried pears. 

<a) Federal inspection certificates 
shall indicate the size or combination of 
sizes of halved pears found upon exami¬ 
nation. 


No. 1 Size (Jumbo Size). 

No. 2 Size (Extra Large 
Size). 


No. 3 Size (Large Size).. 


No. 4 Size (Medium Size). 


No. 5 Size (Small Size).. 

No. 6 Size (Extra Small 
81zc). 


I % inches or 
mors in width. 

1*4 Inches to 
1 % inches In 
width. 

1% Inches to 
1*4 inches In 
width. 

1% Inches to 
1V4 Inches in 
width. 

114 Inches to 
1% Inches In 
width. 

Less than 1*4 
inches In 
width. 


(1) “Width” means the longest meas¬ 
urement obtainable, measured at right 
angles to a line running from the stem 
end to the calyx end. 

(2) In determining compliance with 
size requirements listed above, dried pears 
will be considered as of one size if not 
more than 10 percent by weight of halves 
vary from the size range. 

Grades tor Dried Pears 


§ 32.58 I I U*S. Grade A or VS* Fancy. 

(a) U.S. Grade A or US. Fancy dried 
pears possess similar varietal character¬ 
istics; possess a practically uniform, 
bright typical color characteristic of 
well-matured pears: and are well shaped. 
Not more than 5 percent by weight of 
the fruit may be of a color described in 
U S. Grade B or U.8. Choice: and none 
of the fruit may be of a color described 
In U.S. Grade C or U.S. Standard. 

<b> Not more than a total tolerance 
of 10 percent by w'eight may be slabs, 
immature, or scraps: may be affected by 
russet or similar discoloration; may be 
damaged by discoloration, sunburn, hall¬ 
marks, limb-rubs, hard end. black end. 
external stems and calyx cups. scab, dis¬ 


ease. insect injury, or other similar de¬ 
fects; or may be affected by mold, decay, 
insect infestation (no live insects are 
permitted). Imbedded dirt, or other for¬ 
eign material: Provided. That, not more 
than two-fifths of the total tolerance, or 
4 percent by weight, may be affected by 
mold, decay, insect Infestation (no live 
insects arc permitted), imbedded dirt, 
or other foreign material: And further 
provided. That, not more than one-tenth 
of the total tolerance, or 1 percent by 
weight, may be affected by decay. 

§ 32.3843 U.S. Grade II or U.S. Choice. 

(a) U.S. Grade B or U.S. Choice dried 
pears possess similar varietal charac¬ 
teristics: possess a reasonably uniform, 
bright typical color, characteristic of 
reasonably well-matured pears: and are 
reasonably well shaped. Not more than 
10 percent by weight of the fruit may be 
of a color described in US. Orade C or 
VS. Standard. 

(b) Not more than a total tolerance 
of 15 percent by weight may be slabs, 
immature, or scraps; may be affected by 
russet or similar discoloration; may be 
damaged by discoloration, sunburn, hall¬ 
marks. limb-rubs, hard end. black end, 
external stems and calyx cups, scabs, 
disease, insect injury, or other similar 
defects; or may be affected by mold, de¬ 
cay. Insect infestation (no live insects 
are permitted). Imbedded dirt, or other 
foreign material: Provided , That, not 
more than one-third of the total toler¬ 
ance. or 5 percent by weight, may be 
affected by mol'd, decay, insect infesta¬ 
tion (no live insects arc permitted), 
imbedded dirt, or other foreign material: 
And further provided. That, not more 
than one-fifteenth of the total tolerance 
or 1 percent by weight, may be affected 
by decay. 

§ 52.5816 U.S. Grade C or U.SL Standard. 

(a> UJS. Grade C or UJS. Standard 
dried pears possess similar varietal char¬ 
acteristics; possess a fairly uniform 
color; characteristic of fairly well-ma¬ 
tured pears; and are fairly well shaped. 

(b) Not more than a total tolerance 
of 20 percent by weight may be slabs. 
Immature, or scraps; may be affected by 
russet or similar discoloration, may be 
damaged by discoloration, sunburn, hall¬ 
marks, limb-rubs, hard end, black end, 
external stems and calyx cups, scab, 
disease, insect Infestation (no live in¬ 
sects are permitted), imbedded dirt, or 
oilier foreign material: Provided. That, 
not more than one-fourth of the total 
tolerance, or 5 percent by weight may be 
affected by mold, decay, Insect infesta¬ 
tion (no live insects are permitted), im¬ 
bedded dirt, or other foreign material: 
And further provided. That, not more 
than one-tenth of the total tolerance, or 
2 percent by weight, may be affected by 
decay. 

§ 52.3847 UJL CraHr D or SuLotandard. 

UB. Grade D or Substandard dried 
pears are wholesome and edible fruit 
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that falls to meet the requirements of 
U.S. Grade C or U.S. Standard: Pro¬ 
vided. That, not more than 5 percent by 
weight of the total fruit may be affected 
by mold, decay. Insect Infestation (no 
live Insects are permitted). Imbedded 
dirt, or other foreign material: And fur¬ 
ther provided , That, not more than 2 
percent by weight of the total fruit may 
be affected by decay. 

Explanation or Terms 
§ 52.58 SB Explanation of lrrm». 

(a) Color. (1) "Practically uniform, 
bright typical color" means that the 
halves are bright and translucent, and 
not darker than pear yellow In color. 

(2) Reasonably uniform, bright typi¬ 
cal color" means that the halves are rea¬ 
sonably bright and reasonably translu¬ 
cent, and not darker than pear yellow 
in color, 

<3> "Fairly uniform typical color" 
means that the halves arc fairly bright 
and fairly translucent and are of any 
normal color not darker than dark 
amber. 

<b) Damage or other defects. (1) "Af¬ 
fected by russet or similar discoloration" 
means reddish brown discoloration 
caused by sunlight when the area so af¬ 
fected is conspicuous. Russet or other 
similar skin discoloration is not consid¬ 
ered "damaged by discoloration." 

<2> "Damage by discoloration" 
means— 

(i) Skin discoloration caused by sun¬ 
burn. limb-rubs, hallmarks, or other 
means which when light brown in color, 
exceed in the aggregate one-eighth of the 
surface and which, when dark brown or 
darker, or hard, tough and leathery, ex¬ 
ceed in the aggregate an area equivalent 
to one-sixteenth of the outer surface side 
of the unit. 

01) Flesh discoloration caused by 
bruising, drought spot, or other means 
which are materially darker or lighter 
than the normal color of the half and 
which exceed in the aggregate an area 
equivalent to one-sixteenth of the outer 
surface side of the unit. 

(ill) Darkening of otherwise sound 
fruit characteristic of fruit held in stor¬ 
age. In keeping with good commercial 
practice, shall not be considered as dam¬ 
aged by discoloration unless excessively 
darkened. 

(3) "Damaged by hard end or black 
end" means the light colored areas at 
the calyx end of the fruit or similar dam¬ 
age which exceed in the aggregate an 
area equivalent to one-eighth of the 
outer surface. 

(4) "Damaged by other similar de¬ 
fects" means any injury or defect or 
group of defects not mentioned herein 
which materially affect the appearance, 
edibility, or keeping quality of the fruit. 

(5) "Damaged by insect injury" means 
healed or unhealed surface blemishes, 
and healed or unhealed blemishes in the 
flesh which materially affect the appear¬ 
ance, edibility, or keeping quality of the 
fruit but which do not possess evidence 
of insect infestation. 

(6> "Affected by insect infestation" 
means that the dried pears show’ the 


presence of insects, insect fragments, or 
excreta. No live Insects are permitted. 

(7) "Affected by Imbedded dirt" 
means the units have sufficient quanti¬ 
ties of adhering dirt to give the fruit a 
dirty, smudgy appearance and dirt which 
may not be removed readily in w’ashing 
the fruit. 

(c) Maturity. ( 1 ) "Well-matured" 
means that the pears arc fully ripe. 

(2) "Reasonably well-matured" means 
that the pears are Arm and may not 
have reached the fully ripe stage. 

(3) "Fairly well-matured" means that 
the pears may be hard but not immature. 

(4) "Immature" means that the pears 
possess a grayish white or dead white 
color Indicative of immature fruit. 

<d> Shape. (1) "Well-shaped" means 
tliat the pears have been cut longitudi¬ 
nally into approximately equal halves, 
and that the halves are practically whole 
and symmetrical. 


Swbpori—U.S. Stondords for Grodet of Frozen 
Bor riot 

Product Description. Types 

Sec. 

62.5881 Product description. 

62.5882 Types of frozen berries. 

Grades or Frozen Berries 

52.5883 Grades of frozen berries. 

Grades or Frozen Berries por 
MANU r ACTUIU NO 

52.5884 Grades of frozen berries for manu¬ 

facturing. 

Types or Pack 
52 5885 Types of pack. 

Factors or Quautt 

52 5888 Ascertaining the grade. 

52.6887 Ascertaining the rating of each 
factor. 

52.5888 Color. 

52.5880 Absence of defects. 

52.5800 Character. 

Lot Compliance 

52.5801 Ascertaining the grade of a lot. 

Score Sheet 

52 5802 Score sheet for frozen berries. 


(2) "Reasonably w r ell shaped" means 
that the pears have been cut longitudi¬ 
nally into approximate equal halves, and 
that the halves may tend to be oval in 
shape but are not so irregular as to be 
misshapen. 

(3) "Fairly well shaped" means that 
the pears have been cut longitudinally 
Into approximately equal halves, and 
that any portion of a half is not less 
than two-thirds of the apparent original 
half. 

(e> Slabs . "Slabs" are pears that have 
been mashed or mutilated to the extent 
that they have lost their normal con¬ 
tour and have become definitely flat¬ 
tened at the edge or rim. A half that has 
a slightly torn edge is not considered a 
slab. 

(f) Scraps. "Scraps" means any por¬ 
tion of a half that is less than two-thirds 
of the apparent original half. 


Subparf—U.S. Standards for Grades 
of Frozen Berries 

Product Description. Types 
§ 52.5881 Product ilwrription. 

Frozen berries are prepared from the 
properly ripened fresh fruit of the plant 
(Genus Rubus); are stemmed and 
cleaned; may be packed with or without 
packing media; and are frozen and 
stored at temperatures necessary for the 
preservation of the product. 

§ 52.5882 Type* of frozen berriew. 

(a) Blackberries. 

<b) Boysenberries. 

(c) Dewberries. 

(d) Loganberries. 

(e) Youngberries. 

(f) Other similar types, such as 
"Nectar berries." 

Grades or Frozen Berries 
§ 52.5883 Grade* of frozen berries. 

(ft) UJS. Grade A or U S. Fancy frozen 
berries arc berries of similar varietal 
characteristics which possess a practi¬ 
cally uniform typical color; arc prac- 


Work Sheet 

§ 52.5819 Work -heel and »umtn<iry of requirement* for dried pear*. 


SU* of cmp of ptidcncr. 

Markings...... 

Label or tnnd„. 

Not weight. 

SlNoraim. . 

Moisture content. 


Color 


tirade A color... 

Grade II color.......... 

Grade C color................__............ 

Defect* 

Total defect*.... 

SI nlm, Immature, or scraps; affected by ruwt or Umllar discoloration: dam¬ 
aged by discoloration; sunburn, hallmark*, Umb-rub. hard Fad. block and, 
external items, calyx cup*, scab, disease, insect Injury, or other similar 
defects; sod 

Affected by mold, decoy. Insect InfreUllon, imbedded dirt, or other foreign 
material. 


Minimum requirement* 

*»■ 


St 


100 % 
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V% 


10 % 

10 % 


1 9 % 


20 % 


Decay. 


But not more than 
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Bui not more than 

l%| I Vfc | 


Or«1»................... 
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ti cully free from defects; possess a good 
character; possess a normal flavor and 
odor; and score not less than 85 points 
when scored In accordance with the scor¬ 
ing system outlined herein. 

* b) UB. Grade B or UB. Choice frozen 
berries are berries of similar varietal 
characteristics which possess a reason¬ 
ably uniform typical color; are reason¬ 
ably free from defects; possess a reason-' 
ably good character: possess a normal 
flavor and odor; and score not less than 
70 points when scored In accordance with 
the scoring system outlined herein. 

(c) UB. Grade D or Substandard 
frozen berries are berries that fall to 
meet the requirements of UB. Grade B 
or UB. Choice. 

GRADES OF FROZEN BfRRIES TOE 

Manufacturing 

§ 52.5881 Crn<!c*« of frozen berrie* for 
manufacturing. 

(a) U.S. Grade A for Manufacturing 
or UB. Fancy Grade for Manufacturing 
frozen berries are berries of similar vari¬ 
etal characteristics which possess a prac¬ 
tically uniform typical color; possess a 
reasonably good character; possess a 
normal flavor and odor; and there may 
be present — 

(1) Not more than 4 scpal-llke bracts 
per 16 ounces of net weight; 

(2) Not more than one stem or one 
leaf or a piece of leaf or the approximate 
equivalent of one full cap per 48 ounces 
of net weight; and 

(3> Not more than 5 percent by weight 
of berries that may be undeveloped or 

damaged. 

<b) UB. Grade B for Manufacturing 
or UB. Choice Grade for Manufacturing 
f rozen berries are berries of similar vari¬ 
etal characteristics which possess a rea¬ 
sonably uniform typical color; may 
iHjs&ess a fairly good character typical 
of fairly well-ripened to very ripe berries 
with not more than 30 percent by weight 
for blackberries and not more than 40 
percent by weight for boysenberries, 
dewberries, loganberries, youngbenies, 
rind other similar types that may be 
crushed; possess a normal flavor and 
odor; and there may be present— 

(1) Not more than 10 sepal-like 
bracts per 16 ounces of net weight; 

<2) Not more than one stem or one 
h af or a piece of leaf or the approximate 
equivalent of one full cap per 16 ounces 
of net weight; and 

<3) Not more than 10 percent by 
weight of berries that may be un¬ 
developed or damaged. 

<c) UB. Grade D for Manufacturing 
or Substandard for Manufacturing 
.rozen berries are berries that fall to 
meet the requirements of UB. Grade B 
for Manufacturing or UB. Choice grade 
for Manufacturing. 

Types or Pack 
§ >2.5883 Typo* of park. 

<a) Frozen berries are often packed 
with added sugar or added sugar and 
Susar packs arc usually desig¬ 
nated by the amount of fruit to sugar: 
for example, "fl-fl" means that at the 


time of pocking. 1 pound of sugar was 
added to 6 pounds of berries. 

(b) It Is recommended that the quan¬ 
tity of liquid packing medium, if used, 
is not in excess of the amount normally 
required by good commercial practice. 

Factors of Quality 
§ 52.5886 Aftccrtnining the grade. 

(a> The grade of frozen berries is de¬ 
termined immediately after thawing to 
the extent that the units may be sepa¬ 
rated easily. 

(b> ••Normal flavor and odor** means 
that the berries are free from objection¬ 
able or off flavors or objectionable odors 
of any kind. 

(c) The grade of frozen berries may 
be ascertained by considering in addi¬ 
tion to the foregoing requirements, the 
following factors: Color, absence of de¬ 
fects, and character. 

(d> The relative importance of each 
factor has been expressed numerically 
on a scale of 100. The maximum number 
of points that may be given for each 
factor Is; 

Factors Point$ 

Color_-_ 30 

Absence of defects---. 40 

Character_—--- 30 

Total 100 

§ 52.5887 Afrccrtaining the rating of 
melt factor. 

The essential variations within each 
factor are so described that the value 
may be ascertained for each factor and 
expressed numerically. The numerical 
ranges within each factor are Inclusive. 
For example, the range 25 to 30 means 
25.26.27.28. 29. and 30. 

§ 52.5888 Color. 

(a) (A) classification: To receive a 
score of 25 to 30 points the frozen ber¬ 
ries must possess a practically uniform 
typical color. ''Practically uniform typi¬ 
cal color” means that not more than a 
total of 10 percent by weight of the ber¬ 
ries may vary markedly from the Inten¬ 
sity and luster of the characteristic 
color of well-ripened berries, provided 
not more than 5 percent by weight of 
the berries vary markedly from the in¬ 
tensity and luster of the characteristic 
color of reasonably well-ripened berries. 

<b) <B> classification: If the frozen 
berries possess a reasonably uniform 
typical color, a score of 21 to 24 points 
may be given. Frozen berries that fall 
Into this classification shall not be graded 
above UB. Grade B or UB. Choice, re¬ 
gardless of the total score for the prod¬ 
uct. "Reasonably uniform typical color" 
means that not more than 15 percent 
l>y weight of the berries may vary mark¬ 
edly from the Intensity and luster of the 
characteristic color of reasonably weil- 
ripened berries, provided not more than 
5 percent by weight of the berries are 
definitely off color for any reason. 

(c) <D) classification; Frozen berries 
that fall to meet the requirements of 
paragraph <b) of this section or that 
are definitely off color for any reason 
may be given a score of 0 to 20 points 


and shall not be graded above UB. Grade 
D or Substandard, regardless of the total 
score for the product. 

(d) The evaluation of the score points 
for the factor of color may be determined 
from the following table which denotes 
the variation In color allowed for the 
score Indicated: 


Cfcwwl- 

notion 


Bear* 

pointi 


Mortal 

Marked 

VWfaltno 

TlUlfttiOO 

from color 

from color 

of well- 

of reason¬ 

ripgo*! 

ably wett- 

berrks* 

berries 


Definitely 
oil color 
far any 
toMoa 


Maximum Oy wrlfht) 


A 


10 

20 

2S 

27 

M 

2U 


None None 

r;, tnrludtar not mom than 1% 
4°r Including not more thnn 
tncludlnc not nxxv than S% 
tnelutlinr not more than 4% 
10% Inc in dins not mom than 2% 


D 


D 



0% Including not mom 
Hum 1% 

hicturlln* not mom 
«*»*% 

12% Including not mom 
than 3% 

U% lucludinc not more 
Uum 


2D or Mott than allowances permitted In 

Um (B) cJ*»11U'4Uoa 


§ 52.5889 Alncncc of defect*. 

<a> General: The factor of absence 
of defects refers to the degree of freedom 
from harmless extraneous vegetable ma¬ 
terial ; from leaves, pieces of leaves, 
stems, and caps; from undeveloped ber¬ 
ries; and from berries damaged by blem¬ 
ishes. Insect, pathological, or other sim¬ 
ilar Injury. 

(b) Definitions of defects: 

(1) A berry Is considered "undevel¬ 
oped" if it is shriveled or if more than 
one-fourth of the berry possesses hard, 
undeveloped drupelets. 

(2) "Damage" includes any surface 
blemish having on aggregate area ex¬ 
ceeding that of a circle V\ inch in diam¬ 
eter or any noticeable blemish that ex¬ 
tends Into the fruit tissue. 

(c) (A) classification: To receive a 
score of 34 to 40 points the frozen ber¬ 
ries must be practically free from de¬ 
fects. "Practically free from defects" 
means that there may be present not 
more than 2 sepal-like bracts per 16 
ounces of net weight; not more than 
one stem or one leaf or piece of leaf or 
the approximate equivalent of one full 
cap per 48 ounces of net weight; and 
that not more than 5 percent by weight 
of berries may be undeveloped or 
damaged. 

<d> (B) classification: If the frozen 
berries are reasonably free from defects, 
a score of 28 to 33 points may be given. 
Frozen berries that fall Into this classi¬ 
fication shall not be graded above UB. 
Grade B or UB. Choice, regardless of 
the total score for the product. "Reason¬ 
ably free from defects" means that there 
may be present not more than 5 sepal¬ 
like bracts and not more than one stem 
or one leaf or piece of leaf or the ap¬ 
proximate equivalent of one full cap per 
16 ounces of net weight; and that not 
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more than 10 percent by weight of ber¬ 
ries may be undeveloped or damaged. 

(e> (D) classification: Frozen berries 
that fail to meet the requirements of 
paragraph (d) of this section may be 
given a score of zero to 27 points and 
shall not be graded above U.S. Grade D 
or Substandard, regardless of the total 
score for the product. 

(f) The evaluation of the score for the 
factor of absence of defects may be deter¬ 
mined from the following table which 
denotes the maximum allowance for 
each type of defect for the score 
indicated: 


given. Frozen berries that fall Into this 
classification shall not be graded above 
U.8. Grade B or UJS. Choice, regardless 
of the total score for the product. 
“Reasonably good character” means that 
the berries are reasonably mature and 
may be not more than slightly immature 
nor slightly overmature; that the berries 
may be not more than slightly lacking 
In fleshy texture; that the berries and 
any accompanying liquor are reasonably 
free from detached seed cells; and that 
not more than 15 percent by weight of 
blackberries may be crushed and not 
more than 20 percent by weight of dew¬ 


berries. boysenberries. loganberries, 
youngborrles, or other similar types may 
be crushed. 

<d> (D) classification: Frozen berries 
that fail to meet the requirements of 
paragraph (c) of this section may be 
given a score of zero to 20 points and 
shall not be graded above U.8. Grade 
D or Substandard, regardless of the total 
score for the product. 

(e) The evaluation of the score for 
character may be determined from the 
following table which denotes the maxi¬ 
mum allowances for berries that are 
crushed. 






Crushed 

Cluwl- 

fleotion 

Boor® 

point* 

Maturity and Upturn 

Detached seed cells 

Wak Lorries 

Dcwborrta, 
Boy sen beaUs, 

t i ,«•!.. .in , 

Young berries, 
and oilier 
similar type* 





Maximum (by weight) 

A 

*> 

29 

as 

27 

26 

Rip* but not ovrr-rip*; (tatty 
and trader. 

Berries and Accompany¬ 
ing liquor-pracUoally 
dree. 

1% 

| 

B 

25 

24 

22 

22 

21 

Not mote than slightly Imma¬ 
ture nor slightly overmature; 
not more than slightly lacking 
In fleshy texture. 

Berries and accompany¬ 
ing Uquorrcaioaabty 
fa*. 

11$ 

if 

m 

I) 

20 or 

km 

Mere than allowance* permitted in B CtaelAcattoa. 


Lot Compliance 


§ 52.5891 Ascertaining ihc grade of a lot. 

The grade of a lot of frozen berries covered by these standards is determined by 
the procedures set forth in the Regulations Governing Inspection and Certification 
of Processed Fruits and Vegetables. Processed Products Thereof, and Certain Other 
Processed Food Products ($§ 52.1 through 52.87). 

Score Sheet 


ciossia- 

cation 

Boors 

points 

Harmless extraneous 
material 

Undavoi 
oped or 
dam Aged 
berries 

Bepol-Uke 

bracts 

Leaves, 
stems, full 
cap* 

Maximum 

Per 16 
ourvms net 
weight 

Per 48 

ounces net 
weight 

(by count) 


40 

0 

None 

0* 


39 

1 

None 

1% 


» 

1 

1 


A 

27 

I 

1 



30 

2 

1 

;r.f. 


36 

2 

1 

4 


24 

2 

1 





Per 16 





ounces net 





weight 



» 

2 

None 

Oft 


32 

3 

1 

r/ 

B 

31 

4 

1 

7’‘r 


30 

4 

1 

6% 


29 

6 

1 



28 

6 

1 

10% 


27 

More than allowances permitted la B 

D 

or 

Classification 



IMS 





§ 52.5890 Qiarartrr. 

(a) General: The factor of character 
refers to the maturity, texture, and ap¬ 
pearance, as well as to the degree of dis¬ 
integration of the berries. A berry Ls con¬ 
sidered “crushed” If more than 50 per¬ 
cent of the drupelets are crushed, broken, 
or detached, or if the normal shape of 
the berry is otherwise materially af¬ 
fected or destroyed. 

<b> (A) classification: To receive a 
score of 26 to 30 points the frozen berries 
must possess a good character. “Good 
character” means that the berries are 
mature and ripe but not overripe, are 
fleshy and tender, and are practically 
intact; that the berries and accompany¬ 
ing liquor are practically free from de¬ 
tached seed cells; and that not more than 
5 percent by weight of blackberries may 
be crushed and not more than 10 percent 
by weight of dewberries, boysenberries. 
loganberries, youngberries, or other sim¬ 
ilar types may be crushed. 

(c) (B) classification: If the frozen 
berries possess a reasonably good char¬ 
acter. a score of 21 to 25 points may be 


§ 52.5892 Score alicet for frozen berries. 


No. nit* and kind of container. ... 

Label: Style of pack: FruH-eugsr ratio (If shown)_— 


Container mark or 
identification 


Container or 
sample 





Coses 



Net weight (ounces)... 









Factors 

Hcore points 



Color__ ...._..... 

ao 

(A) »-» 

Cll) » 21-24 



Absence of defects. 

40 

(SBtd) *9-30 
(A) 34-40 

(ID *20-38 



Character. 

30 

<B$td) * 9-27 
(A) 2642 

(H) * 21-26 




(86td) 1 9-39 



Total score.. 

too 








Normal flavor and odor.. 
Grade._ 






................ 

.... 






1 Limiting rain. 


Subport—U.5. Standards for Grade* of Maple 
Sirup for Reproceiting 

Product Description 

Sac. 

52.5031 Product description. 

Grades 

52.5922 U S. Grade AA (Fancy). 

52.5923 UJS. Grade A. 

52.5924 US. Grade B. 

62.5925 US. Grade C. 

52.5920 Unclassified. 

Subport—U.S. Standards for Grades 
of Maple Sirup for Reprocessing 

Product Description 
§52.5921 Product description. 

(a) “Maple sirup” means sirup made 
by the evaporation of maple sap or by 
the solution of maple concrete (maple 
sugar) and contains not more than 35 
percent of water, and weighs not less 
than 11 pounds to the gallon (231 cubic 
Inches). 

<b) The standards in this subpart are 
applicable to sirup which is packed in 
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tfrums or other large containers for fur¬ 
ther processing. It is not intended that 
they shall apply to sirup packed in con¬ 
tainers for table use. Another set of 

tundards entitled “U.S. Standards for 
Table Maple Sirup” has been issued for 
this purpose ($$ 52.5961-52.5968). 

Grades 

§ 52*5922 U.S. Grade AA (Fancy). 

UJS. Grade AA (Fancy) Maple Sirup 
for Reprocessing shall consist of maple 
: irup which meets the following rcquirc- 

ments; 

(a) The color shall not be darker than 
light amber as represented by the color 

tandards of the U.S. Department of 
Agriculture. 

(b) The weight shall be not less than 
11 pounds per gallon of 231 cubic inches 
at 68 degrees F. corresponding to 65.46 
degrees Brix or 35.27 degrees Baume (Bu¬ 
reau of Standards Baum6 scale for sugar 
solutions, modulus 145). 

(c) The sirup shall possess a charac¬ 
teristic maple flavor, shall be free from 
fermentation and free from damage, 
caused by scorching, buddiness, any ob¬ 
jectionable foreign flavor or odor or other 
means* “Damage” means any defect that 
materially affects the appearance or the 
edibility or shipping quality of the sirup. 

5 .">2.5923 U.S. Crude A 

(a) U.S. Grade A Maple Sirup for Re¬ 
processing shall consist of maple sirup 
which meets the requirements of U.S, 
Grade AA (Fancy) Maple Sirup for Re¬ 
processing except for color. 

(b) Tlie color shall be darker than 
light amber but shall not be darker than 
medium amber as represented by the 
color standards of the U S. Department 
of Agriculture. 

§ 52.3924 U.S. Crude B. 

(a) UJS. Grade B Maple Sirup for Re¬ 
processing shall consist of maple sirup 
which meets the requirements of U.S. 
Grade AA (Fancy) Maple Sirup for Re¬ 
processing except for color. 

<b) The color shall be darker than 
medium amber but shall not be darker 
than dark amber as represented by the 
color standards of the UJ3. Department 
of Agriculture. 

§ 52.3925 U.S. Crude C. 

(a) UJ3. Grade C Maple Sirup for Re¬ 
processing shall consist of maple sirup 
which meets the requirements of UB. 
Grade AA (Fancy) Maple Sirup for Re- 
processing except for color. 

<b) The color shall be darker than 
dark amber represented by the color 
standard* of the US. Department of 
Agriculture. 

52.3926 Unclassified* 

Unclassified Maple Sirup for Roproc- 
(^slng shall consist of maple sirup w hich 
has not been classified in accordance 
with the foregoing grades. The term 
"Unclassified** is not a grade within the 
meaning of the standards in this sub¬ 
part but is provided as a designation to 
'bow that no definite grade has been 

applied to the lot. 


RULES AND REGULATIONS 

Subport*—U.S. Standards for Crodot of Tab to 
Sirup 

Product Dzacmzmoit 

Sec. 

62.5961 Product doncrtpUon. 

Grades 

52.5962 T7.8. Ortvdo AA (Fancy). 

52.5063 U.S. Grade A. 

52-5064 0.8. Grade B. 

52.5965 Unclassified. 

Tolerances. Packing 

52.5066 Tolerances for preceding grades. 
62.5967 Packing. 

Explanation or Terms 
525968 Explanation of terms. 

Subport—U.S. Standards for Grades 
of Table Sirup 

Product Description 
§32.5961 Product description. 

<a> “Maple sirup” means sirup made 
by the evaporation of maple sap or by 
the solution of maple concrete (maple 
sugar) and contains not more than 35 
percent of water, and weighs not less than 
11 pounds to the gallon (231 cubic 
inches) • 

tb) The standards in this subpart arc 
Issued for the purpose of classifying 
maple sirup packed in containers for 
table use. It is not Intended that they 
shall apply to sirup which Is packed in 
drums or other large containers for later 
reprocessing. Another set of standards 
entitled ”U8. Standards for Maple 
Sirup for Reprocessing” has been Issued 
for this purpose ($9 52.5921-52.5926). 

Grades 

§ 52.5962 U.S- Grade AA (Fancy), 

U.S. Grade AA (Fancy) Table Maple 
Sirup shall consist of maple sirup which 
meets the following requirements: 

(a) The color shall not be darker than 
light amber as represented by the color 
standards of the UB. Department of Ag¬ 
riculture. 

(b> The sirup shall not be cloudier 
than light amber cloudy standard as 
represented by the standards of the US. 
Department of Agriculture for cloudi¬ 
ness. 

(c> The weight shall be not less than 
11 pounds per gallon of 231 cubic Inches 
at 68 degrees F. corresponding to 65.46 
degrees Brix or 35.27 degrees Baume 
(Bureau of Standards Baume scale for 
sugar solutions, modulus 145). 

(d) The sirup shall possess a charac¬ 
teristic maple flavor, shall be clean, free 
from fermentation, and free from dam¬ 
age caused by scorching, buddiness. any 
objectionable flavor or odor or other 
means. 

§ 52.5963 US. Grade A* 

(a) UB. Orade A Table Maple Sirup 
shall consist of maple sirup which meets 
the requirements for U.S. Grade AA 
(Fancy) Table Maple Sirup except for 
color and cloudiness. 

< b) The color shall not be darker than 
medium amber as represented by the 
color standards of the UB. Department 
of Agriculture. 
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(c) The sirup shall not be cloudier 
than medium amber cloudy standard as 
represented by the standards of the U.S. 
Department of Agriculture for cloudi¬ 
ness. 

§ 52.5964 U.S. Grade B. 

(a> UJS. Grade B Tabic Maple Sirup 
shall consist of maple sirup which meets 
the requirements for US. Grade AA 
(Fancy) Table Maple Sirup except for 
color and cloudiness. 

(b) The color shall not be darker than 
dark amber as represented by the color 
standards of the UjS. Department of 
Agriculture. 

(c) The sirup shall not be cloudier 
than dark amber cloudy standard as rep¬ 
resented by the standards of the U3. 
Dpartment of Agriculture for cloudiness. 

§ 52.5965 UnrU*»if.ed. 

Unclassified Table Maple Sirup shall 
consist of maple sirup which has not been 
classified in accordance with the fore¬ 
going grades. The term "Unclassified” is 
not a grade within the meaning of the 
standards in this subpart but is provided 
as a designation to show that no definite 
grade has been applied to the lot. 

Tolerances, Packing 

§ 52.5966 Tolerances for preceding 
grade#. 

In order to allow for variations inci¬ 
dent to proper grading and handling, not 
more than 5 percent, by count, of the 
containers in any lot may have sirup be¬ 
low’ the requirements for the grade: Pro¬ 
vided , That no part of this tolerance shall 
be allowed for defects causing ‘serious 
damage**: And provided further . That no 
tolerance is permitted for sirup that is 
darker In color than that which is re¬ 
quired for the next low er grade. 

§ 52.5967 Packing. 

(a) Containers shall be clean and new 
in appearance. Tin containers shall not 
be rusty. 

(b) In order to allow for variations 
incident to proper packing, not more 
than 5 percent, by count, of the con¬ 
tainers in any lot may fail to meet these 
requirements. 

Explanation or Terms 
g 52.5968 Explanation of term*. 

(a) •‘Cloudiness** means presence in 
suspension of fine particles of mineral 
matter, such as malate of lime, “niter.” 
“sugar sand,” or other substances that 
detract from the clearness of the sirup. 

(b) *'Clean‘* means that the sirup shall 
be practically free from foreign material 
such as pieces of bark, soot. dust, and 
dirt. 

(c) “Damage” means any defect that 
materially affects the appearance or the 
edibility or shipping quality of the sirup. 

(d) “Serious damage” means any de¬ 
fect that seriously affects the edibility 
or market value of the sirup. Badly 
scorched sirup, buddy sirup, fermented 
sirup or sirup that has any distasteful 
foreign flavor or disagreeable odor shall 
be considered as seriously damaged. 
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Subpart—U.5. Standard* for Grodtt of Canned 
Svccolath 

Product Description. Grades 

Sec. 

52.6001 Product description. 

52.6002 U J3. Grade A or U JS. Fancy. 

52.6003 U.8. Grade B or U.& Extra Stand¬ 

ard. 

62 6004 tJ-8. Grade C or U.8. Standard- 

62.6005 Grade D or Substandard. 

Proportion op Incredxenth 

52.6006 Proportion of Ingredients. 

Fill op Container. Drained Weight Method 

62.6007 Recommended HU of container. 

62.6008 Method for ascertaining drained 

weight. 

Work Sheet 

62 6009 Work abeet for canned succotash. 

Subpart—U.S. Standards for Grades 
of Canned Succotash 

Product Description. Grades 
g 52.6001 Product description. 

Canned succotash Is composed of 
cream-style or whole-grain com and 
lima beans or snap beans, with or with¬ 
out tomatoes; may be packed with the 
addition of water, with or without the 
addition of sugar or salt; and is suffi¬ 
ciently processed by heat to assure pres¬ 
ervation of the product in hermetically 
sealed containers. 

§ 52.6002 U.S. Grade A or U.S. Fancy. 

U S. Grade A or U.S. Fancy canned 
succotash consists of cream-style or 
whole-grain sweet com and lima or snap 
beans, which meet the requirements of 
U 8. Grade A or UB. Fancy, for the 
respective canned or frozen commodities. 
If tomatoes are an Ingredient, they must 
meet the requirements of UB. Grade A 
canned tomatoes for color and absence 
of defects. 

§ 52.6003 U.S. Grade !l or U.S. Extra 

Standard. 

U.8. Grade B or U.S. Extra Standard 
canned succotash consists of cream-style 
or whole-grained sweet com and lima or 
snap beans which meet the require¬ 
ments of UB. Grade B or UjB. Extra 
Standard for the respective canned or 
frozen commodities. If tomatoes are an 
Ingredient, they must meet the require¬ 
ments of U.S. Grade B canned tomatoes 
for color and absence of defects. 

§ 52.6001 U.S. Grade C or U.S. Stand- 
ard. 

U.S. Grade C or UB. Standard canned 
succotash consists of cream-style or 
whole-grain sweet com and lima or snap 
beans which meet the requirements of 
UB. Grade C or UB. Standard for the 
respective canned or frozen commodities. 
If tomatoes are an ingredient, they must 
meet the requirements of UB. Grade C 
canned tomatoes for color and absence 
of defects. 

g 52.6005 Grade D or Substandard. 

Grade D or Substandard canned suc¬ 
cotash is succotash that falls to meet the 


requirements of UB. Grade C or UB. 
Standard. 

Proportion or Ingredients 
g 52.6006 Proportion of ingredient*. 

(a) Federal certificates of grade shall 
indicate the approximate percentage of 
ingredients found upon examination. 
If whole-grain style corn Is an ingredi¬ 
ent. the percentage of Ingredients shall 
be based on drained weight; otherwise, 
the percentage of ingredients shall be 
based on net weight. 

(b) The following mixtures of vege¬ 
tables In canned succotash shall conform 
with the proportions indicated in Table 
No. I; 

Cream-style com and snap beans. 

Cream-stylo corn and lima beans (fresh 
or frozen). 

Cream-style corn and lima beans (dry. 
“soaked"). 

Cream-style corn, snap beans, and to¬ 
matoes. 

Cream-style oorn. lima beans (fresh or 
frozen), and tomatoes. 

Cream-style corn, lima beans (dry. 
“soaked"), and tomatoes. 

Whole-grain corn and snap beans. 

Whole-grain corn and lima beans (fresh 
or frozen). 

Whole-grain corn and lima beans (dry. 
“soaked"). 

Whole-grain corn, snap beans, and to¬ 
matoes. 

Whole-grain corn, lima beans (fresh or 
frozen), and tomatoes. 

Whole-grain corn, lima beans (dry. 
“soaked"), and tomatoes. 


(Secs. 203, 205, 60 6tat. 1087, as amended. 
1000, os amended; 7 U5.0. 1622, 1624) 

Effective date . This codification is ef¬ 
fective upon publication in the Federal 
Register. 


Table No. I 



Fill or Container. Drained Weight 
Method 

§ 52.6007 Recommended fill of con¬ 
tainer. 

The container shall be filled with suc¬ 
cotash a s full as practicable without im¬ 
pairment of quality. The product and 
packing medium shall occupy not less 
than 90 percent of the total volume 
capacity of the container. 

g 52.6003 Method for ascertaining 

drained weight. 

Drained weights of canned succotash 
containing whole-grain com are deter¬ 
mined by emptying the contents of the 
container upon a circular sieve of proper 
diameter, containing eight meshes to the 
Inch (0.097-inch perforations) and al¬ 
lowing to drain for 2 minutes. A sieve 8 
inches In diameter Is used for No. 2^ 
cans and smaller, and a sieve 12 inches 
in diameter is used for No. 10 cans. 


Dated: May 16,1967. 

G. R. Grange. 
Deputy Administrator . 
Marketing Services . 

(F.R. Doe. 67-6660: Filed, May 23. 1967; 
8:46 AJh.] 


Work Sheet 

g 52.6009 Work sheet for canned succotash. 


No., Site and kind of container.... 
Label.... 


Coni nine/ mark or Identification 

Cant/UloM 

——— 

— 

— 

— 

— 


Com* 











Net weight 
Vacuum (Ir 
Drained wi 

CcypiOM) rT - ..., r _ __ 







iche*)... i.i-.T_............ 







tight (ounces).__ 



.— 











Com (Cream style). ... 







Percent 

M an 

Coen (Whole kernel;. 







Knf\p Iimhi 







Lima boom (Green). 

Lima Brant ............. 


i{ 





Torn aloft*..... 

— 

. 


— 

—«**»*« 

......... 


Coen (CreamHyV 1 )..,,,,.,,, . . T - 







Grade 
of each 

Com (WhfJft kern*]),__ 






.. 

Kn&p taolu . _ _ 






Lima heart* (Green)__ 







Mini iiean* .. 















a uuuHuua iwim miti *«»«••••••••••• 







Orode............_._ 
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Chapter VIII—Agricultural Stabiliza¬ 
tion and Conservation Service 

(Sugar), Department of Agriculture 

iUBCHAFTER 8—SUGAR REQUIREMENTS AND 
QUOTAS 

(Sugar Reg. 811. Arndt. 7) 

PART 811—CONTINENTAL SUGAR 
REQUIREMENTS AND AREA QUOTAS 

Requirements, Quotas and Quota 
Deficits for 1967 

Basis and purpose and bases and con- 
$.♦ derations . This amendment is issued 
pursuant to the authority vested in the 
secretary of Agriculture by the Sugar 
Act of 1948. as amended (61 Stat. 922. as 
amended), hereinafter referred to os the 
“Act". The purpose of this amendment to 
Sugar Regulation 811 (31 Fit. 15581, as 
amended) is to determine and to prorate 
and allocate the deficits in quotas estab¬ 
lished pursuant to the Act. 

Section 204(a) of the Act provides 
that the Secretary shall from time to 
time determine whether any area or 
country will be unable to fill its quota or 
prorat ion of a quota. On the basis of the 
quotas established for Puerto Rico and 
the Virgin Islands for the calendar year 
1967 in 5 811.51 of this part and the sup¬ 
ply of sugar expected to be available 
from those areas for marketing in the 
continental United States during the 
calendar year 1967, it is herein found 
that Puerto Rico will be unable to fill its 
quota by 415,000 short tons, raw value, 
and the Virgin Islands will be unable to 
fill its Quota of 15.000 short tons, raw 
value. Accordingly, quota deficits of 
130,000 short tons, raw value, are deter¬ 
mined herein for Puerto Rico and the 
Virgin Islands. 

Production of sugar in Puerto Rico in 
1967 is estimated to approximate 840.000 
short tons, raw value. Making allowance 
for the quantity of sugar required for 
local consumption and inventory varia¬ 
tions, It is expected that the supply of 
sugar from that area available for mar¬ 
keting in the continental United States 
will be about 725,000 short tons, raw 
value. The sugar industry of the Virgin 
Lsiands terminated production oi sugar 
with the 1966 crop and no plans are cur¬ 
rently in prospect for any resumption of 
sugar production in the future. Accord¬ 
ingly, quota deficits of 415.000 short tons, 
raw value, for Puerto Rico and 15.000 
ihort tons, raw value, for the Virgin Is¬ 
lands are herein determined and are pro¬ 
rated and allocated to foreign countries 
pursuant to section 204(a) of the Act. 
Ii production exceeds the present esti¬ 
mates for Puerto Rico, the marketing op¬ 
portunities for that area within the total 


mainland quota for that area will not be 
limited as a result of the deficit determi¬ 
nation and proratlon provided herein. 

The Government of The Republic of 
the Philippines has notified the Depart¬ 
ment that It will be unable to fill its 
statutory share of any deficit during the 
calendar year 1967. Therefore, pursuant 
to section 204(a) of the Act the entire 
deficit declaration of 430.000 short tons, 
raw value, is prorated and allocated to 
Western Hemisphere countries. Three 
hundred and twenty-five thousand short 
tons, raw value, are prorated to Western 
Hemisphere countries on the basis of 
quotas established pursuant to Amend¬ 
ment 6 of Sugar Regulation 811 for 1967. 
The remainder of the deficit Is allocated 
herein to the Dominican Republic pur¬ 
suant to the following determination 
issued by the President. 

The White House 

WASHINGTON. MAT II, i®«7 

Memorandum for: The Secretary of Agri¬ 
culture. 

Subject: Finding pursuant to Section 204 
(a) of the Sugar Act of 1946. os amended by 
the Sugar Act Amendments of 1986. 

In view of the restoration of stable political 
conditions in the Dominican Republic and 
the establishment of a democratically elected 
Government. In accordance with the recom¬ 
mendation of the Conference Report on the 
Sugar Act Amendments of 1965. that the 
Prealdcnt use his authority to assign deficits 
to provide additional quota for the Domini¬ 
can Republic If the political situation in that 
Republic warrants such action, and pursuant 
to Section 294(a) of the Sugar Act of 1948, 
aa amended by the Sugar Act Amendments 
of J966, I hereby determine that In view of 
the unique and heavy burden of rehabilita¬ 
tion expenditure on the Government of the 
Dominican Republic in 1967 It would be In 
the national Interest to give the Dominican 
Republic a special allocation of about 106.000 
short tons of sugar from the unused Philip¬ 
pine share of the Puerto Rican and Virgin 
Islands deficits and its pro rata share of the 
balance of those deficits and of any other 
deficits that might be declared in 1967. 

You are directed to take the necessary steps 
to allocate deficits In accordance with this 
finding. 

Lyndon B. Johnson. 

By virtue of the authority vested in the 
Secretary of Agriculture by the Act. Part 
811 of this chapter is hereby amended by 
adding a new I 811.52 and by amending 
}» 811.51 and 811.53 as follows: 

1. Section 811.51 Is amended by desig¬ 
nating paragraph (a) as paragraph 

(a)(l' and by adding paragraph (a) 
<2) as follows: 

g 811.51 Quota* for dutne*tie area*. 

(a)(1) • • • 

(2) It is hereby determined pursuant 
to section 204(a) of the Act that for the 


calendar year 1967 Puerto Rico and the 
Virgin Islands will be unable by 415.000 
and 15,000 short tons, raw value, respec¬ 
tively, to fill the quota/ established for 
such areas in subparagraph (i) of this 
paragraph. Pursuant to section 204(b) 
of the Act the determination of such defi¬ 
cits shall not affect the quotas estab¬ 
lished in subparagraph (1) of this para¬ 
graph. 


2. Section 811.52 Is added to read as 
follows: 

§811.52 Proration ami allocation of 
deficit* and quota* in effect. 

(ft) It is hereby determined that the 
Republic of the Philippines will be unable 
to fill any of its statutory share of deficits 
during the calendar year 1967. The defi¬ 
cits in quotas determined in paragraph 
(a) (2) of fi 811.51 of 430.000 short tons, 
raw value, are hereby prorated and allo¬ 
cated pursuant to section 204(a) of the 
Act to Western Hemisphere countries 
with quotas in effect. In accordance with 
a Presidential Memorandum dated May 
11. 1967.105.000 short tons, raw value, of 
the deficit proratlon is herein allocated 
to the Dominican Republic. The remain¬ 
der of the deficits totaling 325,000 short 
tons, raw value, is prorated to Western 
Hemisphere countries on the basis of 
quotas established in Sugar Regulation 
811. Amendment C for 1967. 

(b) In establishing deficit proratlons 
herein for Western Hemisphere countries 
consideration has been given to the pur¬ 
chase of U.8. agricultural commodities 
by such countries, by determining that 
the value of U.S. agricultural exports to 
each such country exceeded the total 
net receipts rag. port of shipment de¬ 
rived from the sale of sugar from deficit 
prorations imported from each such 
country during the most recent 12-month 
period for which data are available. 
Each foreign country which is unable to 
fill its quota including its deficit prora¬ 
tlon has the responsibility to notify the 
Secretary the extent of and reasons for 
such shortfall. 

3. Section 811.53 is amended by 
amending paragraph <c> to read as 
follows: 

8 811.53 Quota* for foreign couvitrie*. 

• • • • • 

(c) For the calendar year 1967, the 
prorations to Individual foreign countries 
other than the Republic of the Philip¬ 
pines pursuant to paragraphs (c) and 

(d) of section 202 and paragraph (a) 
of section 204 of the Act are as follows: 


No. 100- 4 


FEDERAL REGISTER, VOL 32, NO. 100—WEDNESDAY, MAY 24, 1967 







7582 


RULES ANO REGULATIONS 


Countries 


M«ik». 

Dominican 
Hr public.... 

BmcfiZ. 

Peru.. 

Brltbh West 

liuttea_ 

E«ju tutor_ 

Frrivcl; Wf»i 

Indies- 

Anrnttnn— 
CopU Rtm.... 

Nkwiroi. 

Colombia.. 

OooUonsla.... 


El 

ium 

V«?nNrwU- 

Bfttfch 

Honduras_ 

Bolivia.. 

Honduras- 

Australia_ 

He public of 

C r 10ua- 

India._ 

South Africa... 
FIJI Wand*.... 
Thailand...... 

Mauritius__ 

Malarwrr 
Republic.... 
SwwJUnd 
Irrl »nd_ 

Total— 'l, 



(Short ton*, raw value) 


211.490 

2B. on 

<2,506 

495,088 

VIA. *4* 

217.104 

KA134 

590.178 

2U6.848 

217.104 

61.114 

468.178 

164.966 

171,230 

4*. 761 

33A868 

32.630 

71,444 

22,809 

174.560 

3tl. 097 

11.0U2 

3.M6 

7(1894 

25,003 

23,104 

7.074 

.•A 175 

26.444 

26,714 

7.5J0 

Ml 6*4 

24.361 

25.574 

7.103 

57,123 

24,351 

28,574 

7.108 

87.123 

21,689 

23,063 

6,640 

81,341 

20,621 

21.551 

(MMfi 

43,117 

15,822 

1ft, 0M 

4,828 

15.933 

16,040 

15,604 

4,446 

15,301 

11,402 

12. (Wl 

3,306 

26,054 

10,30? 

10,016 

1.071 

24.3*0 

A010 

5,351 

1.639 

11,009 

2,461 

2,566 

723 

177ft 

2,462 

2,571 

728 

} 

96,400 

87,1X0 

- ... 

135,400 

41,041 

3A.250 


77,201 

30,4(10 

54,300 


74,200 

20.003 

28,616 

...._ 

M. 010 

21,615 

10.092 

....... 

40,707 

0.D20 

7.075 


17,004 

0.(83 

7.075 


17.004 

4,651 

4,104 


3.7M 

3.557 

3,142 

....... 

g m 

5,341 

0 


5.151 

309,637 

jt, 371,600 

430,000 

A 171.437 


i Tnctuftes the nmration of quota* withhold from Cuba 
Slut .Southern Kbcxloala. 

» Reflects I OR,000 *hort tone, raw valne aTlocnto*! to the 
Dominican Republic by Trwldrntlal Memorandum 
dated May 11,1067, The remain.to of the deficits was 
prorated to all Western Hemisplwre countries with quotas 
In effect. 

(Sect. 901. 202. 204 and 403; 8 tat. 023. as 
amended. 924, as amended. 025. at amended, 
and 7 US.C, 1111. 1112. 1114. and 1153) 

Elective date . This action establishes 
deficits of 430.000 short tons, raw value, 
and prorates and allocates such deficits 
to Western Hemisphere countries with 
sugar quotas in effect. To permit such 
countries for which larger quotas or pro¬ 
rations are hereby established to plan 
and to market in an orderly manner the 
larger quantity of sugar, it Is essential at 
this time that all persons selling and pur¬ 
chasing sugar for consumption in the 
continental United States be promptly 
informed of the changes in marketing 
opportunities. Therefore, It is hereby de¬ 
termined and found that compliance 
with the notice, procedure, and effective 
date requirements of 5 UJ3.C. 553 Is un¬ 
necessary. Impracticable, and contrary 
to the public Interest and this amend¬ 
ment shall be effective upon publication 
In the Federal Register. 

Signed at Washington, D.C., this 17th 
day of May 1967. 

Orville L. Freeman, 
Secretary. 

[Fit Doo. 67-5602; Filed. May 23. 1067; 

8:45 a.m.J 


Chapter IX—Consumer and Market¬ 
ing Service (Marketing Agreements 
and Orders; Fruits, Vegetables, 
Nuts), Department of Agriculture 

(Apricot Reg. 7| 

PART 922—APRICOTS GROWN IN 
DESIGNATED COUNTIES IN WASH¬ 
INGTON 

Limitation of Shipments 

Findings. (1) Pursuant to the market¬ 
ing agreement, as amen ded, and Order 
No. 922. as amended (7 CFR Part 922), 
regulating the handling of apricots 
grown in designated counties in Wash¬ 
ington, effective under the applicable 
provisions of the Agricultural Market¬ 
ing Agreement Act of 1937, as amended 
(7 U.S.C. 601-674). and upon the basis 
of the recommendations of the Washing¬ 
ton Apricot Marketing Committee, es¬ 
tablished under the aforesaid amended 
marketing agreement and order, and 
upon other available information. It Is 
hereby found that the limitation of ship¬ 
ments of apricots, in the manner herein 
provided, will tend to effectuate the 
declared policy of the act. 

(2) It is hereby further found that It 
is impracticable and contrary to the 
public Interest to give preliminary notice, 
engage in public rule-making procedure, 
and postpone the effective date of this 
regulation until 30 days after publica¬ 
tion thereof In the Federal Register <5 
UjS.C. 553) in that, as hereinafter set 
forth, the time Intervening between the 
date w'hcn information upon which this 
regulation is based became available and 
the time when this regulation must be¬ 
come effective in order to effectuate Che 
declared policy of the act is insufficient; 
a reasonable time is permitted, under 
the circumstances, for preparation for 
such effective time; and good cause ex¬ 
ists for making the provisions hereof 
effective not later than June 1. 1967. A 
reasonable determination as to the sup¬ 
ply of, and the demand for, such apricots 
must await the development of the crop 
and adequate information thereon was 
not available to the Washington Apricot 
Marketing Committee until it met on 
April 25, 1967; recommendation as to 
the need for, and the extent of. regula¬ 
tion of shipments of such apricots was 
made at the said meeting of the com¬ 
mittee, after consideration of all avail¬ 
able Information relative to the supply 
and demand conditions for such apricots, 
at which time the recommendation and 
supporting information were submitted 
to the Department: necessary supple¬ 
mental data for consideration in con¬ 
nection with the specifications of the 
provisions were not available until May 
10, 1967, shipments of the current crop 
of such apricots will begin on or about 
June 1. 1967, and this regulation should 
be applicable. Insofar as practicable, to 
all shipments of such apricots In order 
to effectuate the declared policy of the 
act; and compliance with the provisions 
of this regulation will not require of han¬ 
dlers any preparation therefor which 
cannot be completed by the effective time 
hereof. 


§ 922.307 Apricol Regulation 7. 

(a) Order: (1) Apricot Regulation 5 
Is hereby terminated at 12:01 a.m.. P.d t., 
June 1.1967. 

(2) During the period beginning at 
12:01 am., P.d.L, June 1, 1967, and end¬ 
ing June 30. 1966. no handler shall han¬ 
dle any container of apricots unless: 

(1) Such apricots grade not less than 
Washington No. 1 and are at least rea¬ 
sonably uniform in color: Provided , That 
if such apricots are the Moorpark vari¬ 
ety in open containers they are generally 
well matured: and 

<ii) Such apricots measure not less 
than 1% Inches In diameter: Provided. 
That apricots of the Blenheim, Blenril. 
and Tilton varieties when packed in un- 
lldded containers may measure not less 
than l Yi inches: And provided further. 
That not more than 10 percent, by count, 
of such apricots may fall to meet the ap¬ 
plicable minimum diameter require¬ 
ment. 

<3) Notwithstanding any other pro¬ 
vision of this section, any individual 
shipment of npricots which meets each 
of the following requirements may be 
handled without regard to the provisions 
of this paragraph, of 1 922.41 (Assess¬ 
ments). and of I 922.55 (Inspection and 
certification): 

(i> The shipment consists of apricots 
sold at the orchard for home use and 
not for resale; 

(ii> The shipment does not. In the 
aggregate, exceed 500 pounds, net weight, 
of apricots; and 

(ill) Each container is stamped or 
marked with the words "not for resale" 
In letters at least one-half Inch In height. 

<b> Terms used in the amended mar¬ 
keting agreement and order shall, when 
used herein, have the same meaning as 
is given to the respective term In said 
amended marketing agreement and or¬ 
der: "diameter*’ and ’’Washington No. 1” 
shall have the 6ame meaning as when 
used in the State of Washington Depart¬ 
ment of Agriculture "Washington Stand¬ 
ards for Apricots," effective May 31,1966; 
"reasonably uniform in color" means 
that the apricots in the individual con¬ 
tainer do not show sufficient variation 
In color to materially affect the general 
appearance of the apricots; and ‘‘gen¬ 
erally well matured" means that, with 
respect to not less than 90 percent, by 
count, of the apricots in any lot of con¬ 
tainers. and not less than 85 percent, by 
count, of such apricots in any container 
in such lot, at least 40 percent of the sur¬ 
face area of the fruit Is at least as yellow 
as Shade 4 on the U.S. Standard Ground 
Color Chart for Apples and Pears In the 
Western States. 

(Secs. 1-10. 48 8tat. 31, as amended; 7 UA.C. 
601-674) 

Dated: May 19.1967. 

Floyd F. Hedlund. 

Director , Fruit and Vegetable 
Division . Consumer and Mar¬ 
keting Service . 

(FJt. Doc. 67-5776; FUed, May 23. 19«7; 

8:49 am.) 
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Chapter X—Consumer and Market¬ 
ing Service (Marketing Agreements 
and Orders; Milk), Department of 
Agriculture 

(Milk Order 1251 


Signed at Washington, D.C., on May 
18.1967. 

George L. Mehren, 
Assistanf Secretary . 

JFJl. Doc. 87-6767; Piled. Mmy 23, 1067; 
8:47 ajn.| 


PART 1125— MILK IN PUGET SOUND, 
WASH., MARKETING AREA 


Order Suspending Certain Provision 


Pursuant to the provisions of the Agri¬ 
cultural Marketing Agreement Act of 
1937, as amended <7 UJ8.C. 601 et seq.), 
and of the order regulating the handling 
of milk tn the Puget Sound, Wash., mar¬ 
keting area (7 CFR Part 1125), it is 
hereby found and determined that: 

(a) The following provision of the or¬ 
der no longer tends to effectuate the de¬ 
clared policy of the Act and is hereby 
suspended: In paragraph (c)(3) of 
S 1125.44 (interplant movement provi¬ 
sions) the provision 4 ‘located In the mar¬ 
keting area or within any of the counties 
of Kitsap, Mason, Clallam, Jefferson, and 
Pierce in the State of Washington.'*. The 
provision relates to the classification of 
milk moved by transfer or diversion from 
a pool plant to a nonpool plant. 

<b) Thirty days notice of the effective 
date hereof is impractical, unnecessary, 
and contrary to the public interest in 
that: 

< 1) This suspension order does not re¬ 
quire of persons affected substantial or 
extensive preparation prior to the effec¬ 
tive date. 

( 2 > This suspension order is necessary 
to reflect current marketing conditions 
and to maintain orderly marketing con¬ 
ditions in the marketing area. 

<3> This suspension will permit the 
Class n classification of milk (under cer¬ 
tain conditions and within certain limits) 
which is transferred or diverted to a 
nonpool plant regardless of its location. 
The order presently provides that milk 
which is transferred or diverted to a 
nonpool plant located outside the mar¬ 
keting area or outside of a designated 
five -county area be classified as Class L 
<4) This suspension is needed to per¬ 
mit an association of producers supply¬ 
ing the market to move reserve milk for 
which it has been unable to find an out¬ 
let in the marketing area to a nonpool 
plant located outside of the marketing 
&rea. 


<5) Interested parties were affordc 
°i>rx>rtunlty to file written data, view’s, c 
rujnunenU concerning this suspensio 
'32 fil. 7025). None was filed in oppe 
s:tion to the proposed suspension. 

Therefore, good cause exists for mak 
•ns this order effective upon publlcatloi 
in the Federal Register. 

It is therefore ordered , That the afore 
vUd provision of the order is hereb; 
suspended for an indefinite period. 


,3< *» i-io. 48 
U S-C. 601-874) 


Slot, 31, ft* amended; 7 


Effective date: Upon publication In the 
^ntHAL Reciste*. 


Chapter XIV—Commodity Credit Cor- 
poration. Department of Agriculture 

SUBCHAPTER A—GENERAL REGULATIONS AND 
POLICIES 

(Arndt. 4] 

PART 1400— RULES OF CONTRACT 
DISPUTES BOARD FOR COMMOD¬ 
ITY CREDIT CORPORATION 

Manner of Filing Appeals and 
Hearings 

The rules of the Contract Disputes 
Board for Commodity Credit Corpora¬ 
tion, as amended, and revised (14 F.R. 
1865, 20 F.R, 8535, 28 F.R. 579, 28 F.R, 
13293, 29 FJfc. 10495. and 30 FA 8457) 
are further amended as follows: 

1. Section 14005(a) is amended by 
deleting the period at the end of the last 
sentence of the paragraph and adding 
the following: M , unless the appeal Is from 
a finding of facl of a Contracting Officer 
of the Corporation within the scope of 
and required by a contract disputes 
clause which provides a method for final 
and conclusive determination of disputed 
questions of fact.* 4 

2. Section 1400.8(f) is amended by 
deleting subparagraph (2). 

Effective date: Date of publication. 

Signed at Washington. D.C., on May 
18. 1967. 

H. D. Godfrey, 
Executive Vice President. 
Commodity Credit Corporation. 

W. E. Underhill, 
Chairman. Contract Disputes 
Board for Commodity Credit 
Corporation . 

|P-R. Doc. 67-6774; Filed. May 23. 1967; 
8:49 am.| 

Title 9—ANIMALS AND 
ANIMAL PRODUCTS 

Chapter I—Agricultural Research 
Service, Department of Agriculture 

SUBCHAPTER C—INTERSTATE TRANSPORTATION 
OF ANIMALS ANO POULTRY 

PART 71—general provisions 

Interstate Movement of Diseased 
Animals 

Pursuant to the provisions of the Act 
of February 2, 1903, as amended, the Act 
of May 29, 1884. as amended, and the 
Act of July 2, 1962 (21 UB.C. 111-113, 
115, 117. 120, 129-132), Part 71. Title 9. 
Code of Federal Regulations, restricting 
the interstate movement of animals and 


poultry because of contagious, infectious, 
and communicable diseases, is hereby 
amended in the following respects: 

1. Paragraph (e) of S 71.3 is redesig¬ 
nated as paragraph (f) of said section. 

2. A new paragraph (c) is added to 
said 9 71.3 to read as follows: 

§71.3 . Interstate movement of diMwi'Ctl 
animal* and poultry generally pro¬ 
hibited. 


(e> Notwithstanding the provisions of 
paragraphs (a) and (t) of this section, 
the Director of the Division in specific 
cases and under such conditions as he 
may prescribe to prevent the dissemina¬ 
tion of disease may provide for the inter¬ 
state movement of Individual animals 
affected with contagious, infectious, or 
communicable disease to a designated 
diagnostic or research facility when ac¬ 
companied by a permit from the ap¬ 
propriate livestock sanitary official In 
the State of destination: Provided , *niat 
animals so moved shall be maintained In 
quarantine at such designated facility 
until freed of disease as determined by 
tests recognized by the Department, until 
natural death, or until disposal by 
euthanasia. 


(See* 4. 5, 23 Slat. 32. a* Amended, uc. X, 2, 
32 Stat. 791-792. a* amended; 21 U.S.C. 111- 
113. 116, 120; 29 FR. 16210, u amended; 30 
Fit. 5799. a* amended) 

Effective date . The foregoing amend¬ 
ment shall become effective upon publi¬ 
cation in the Federal Register. 

The amendment permits the Director 
of the Animal Health Division to author¬ 
ize the Interstate movement of specific 
animals which are affected with conta¬ 
gious. infectious, or communicable dis¬ 
eases to a designated diagnostic or re¬ 
search center in accordance with speci¬ 
fied conditions. It has been determined 
that the movement of animals in accord¬ 
ance with the provisions of the amend¬ 
ment would not endanger the livestock 
of the United States. 

The amendment relieves certain re¬ 
strictions presently imposed, and must 
be made effective promptly to be of maxi¬ 
mum benefit to persons subject to the re¬ 
strictions which are relieved. Accord¬ 
ingly. under the administrative proce¬ 
dure provisions of 5 U.S.C. 553, It is found 
upon good cause that notice and other 
public procedure with respect to the 
amendment are impracticable and un¬ 
necessary, and the amendment may be 
made effective less than 30 days after 
publication in the Federal Register 

Done at Washington, D.C., this 19th 
day of May 1967. 

E. P. Reagan. 

Acting Deputy Administrator . 

Agricultural Research Service . 

|F.R. Doc 67 6760; FlH*d, May 23. 1967; 

8:47 a.m.| 


PART 73—SCABIES IN CATTLE 

Revocotion of Quarantine 

Pursuant to sections 1 and 3 of the Act 
of March 3. 1905, 33 Stat. 1264-1265. as 
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amended, sections 4 and 5 of the Act of 
May 29. 1884. 23 Stat. 32. as amended, 
sections 1 and 2 of the Act of February 
2,1903,32 Stat. 791-792. as amended, and 
sections 3 and 11 of the Act of July 2, 
1962. 76 Stat. 130. 132 (21 UB.C. 111- 
113. 120. 121. 123. 125. 134b. 134f), the 
provisions In f 73.1a of Part 73. Title 9. 
Code of Federal Regulations, as amended, 
quarantining certain areas In California 
and Texas because of cattle scabies, are 
hereby revoked. 

Effective date . This revocation shall 
become effective upon publication in the 
Federal Register. However, such provi¬ 
sions shall be deemed to continue In full 
force and effect for the purpose of sus¬ 
taining any action or other proceeding 
with respect to any tight that accrued, 
liability that was Incurred, or violation 
that occurred prior to said date. 

This action releases from quarantine 
Merced County in California and Briscoe. 
Castro. Floyd. Hale. Lamb, Motley. 
Randall, and Swisher Counties in Texas, 
heretofore quarantined because of cattle 
scabies. Hereafter, the restrictions per¬ 
taining to the interstate movement of 
cattle from quarantined areas, contained 
in 9 CFR Part 73. as amended, will not 
apply to such counties. However, the re¬ 
strictions pertaining to such movement 
from nonqua ran lined areas, contained 
in this part, will apply thereto. 

This revocation relieves certain re¬ 
strictions presently imposed, and must 
be made effective immediately to be of 
maximum benefit to persons subject to 
the restrictions which are relieved. Ac¬ 
cordingly. under the administrative pro¬ 
cedure provisions in 5 UB.C. 653. it is 
found upon good cause that notice and 
other public procedure with respect to 
the revocation arc impracticable and un¬ 
necessary. and the revocation may be 
made effective less than 30 days after 
publication in the Federal Register. 

(Boot. 1. 3. 33 Stat. 1264-1265. a a Amended, 
secs. 4, 5. 23 Stat. 32. as amended, sec*. 1, 2, 
32 Stat. 791-792, aa amended, sec*. 3. 11. 76 
Stat. 130, 133; 21 U.S.C. 111-113. 120. 121, 

123, 126. 134b. 134f; interpret or apply sees. 
2, 4. 33 Stat. 1264-1266. a* amended, sec*. 6. 
7, 23 Stat. 32. aa amended: 21 U.S.C. 115. 117, 

124, 126; 29 FJL 16210, aa amended. 30 FR. 
6799, aa amended) 

Done at Washington, D.C., this 18th 
day of May 1967. 

E. P. Reagan, 

Acting Deputy Administrator , 
Agricultural Research Service. 

[F.R, Doc. 67-6777; Filed, May 23, 1967; 

8:49 am.] 


Title 12—BANKS AND BANKING 

Chopter II—Federal Reserve System 

SUBCHAPTER A—BOARD OF GOVERNORS OF 
THE FEDERAL RESERVE SYSTEM 

(R*8 O) 

PART 215—LOANS TO EXECUTIVE 
OFFICERS OF MEMBER BANKS 

Exemption of Certain Indebtedness 

1. Effective July 1. 1967. §215.1(0 Is 
amended to read as follows: 


RULES AND REGULATIONS 

§ 215.1 Definition*, 

For the purposes of this part: 

• • a • a 

(c> "Loan”, "loaning", “ extension of 
credit ”, and " extend credit ”. The terms 
“loan’*, ‘‘loaning*', “extension of credit**, 
and “extend credit" mean the making of 
a loan or the extending of credit in any 
manner whatsoever, and include: 

(1) Any advance by means of on over¬ 
draft, cash item, or otherwise; 

(2) The acquisition by discount, pur¬ 
chase. exchange, or otherwise of any 
note, draft, bill of exchange, or other 
evidence of indebtedness upon which an 
executive officer may be liable as maker, 
drawer, indorser, guarantor, or surety; 

(3) The increase of an existing in¬ 
debtedness. except on account of accrued 
interest or on account of taxes, insur¬ 
ance. or other expenses incidental to the 
existing indebtedness and advanced by 
the bank for its own protection; 

(4) Any advance of unearned salary 
or other unearned compensation for pe¬ 
riods in excess of 30 days; and 

(5) Any other transaction as a result 
of which an executive officer becomes 
obligated to a bank, directly or indirectly 
by any means whatsoever, by reason of 
an indorsement on an obligation or 
otherwise, to pay money or its equivalent 

Such terms, however, do not include: 

(i) Advances against accrued salary 
or other accrued compensation, or for the 
purpose of providing for the payment of 
authorized travel or other expenses In¬ 
curred or to be incurred on behalf of the 
bank; 

(il> The acquisition by a bank of any 
check deposited in or delivered to the 
bank in the usual course of business un¬ 
less It results in the granting of an over¬ 
draft to or the carrying of a cash item 
for an executive officer; 

(ill) The acquisition of any note, draft, 
bill of exchange, or other evidence of in¬ 
debtedness, through a merger or con¬ 
solidation of banks or a similar transac¬ 
tion by which a bonk acquires assets and 
assumes liabilities of another bank or 
similar organization, or through fore¬ 
closure on collateral or similar proceed¬ 
ing for the protection of the bank; or 

(iv) Indebtedness arising by reason of 
general arrangements under which a 
bank (a) acquiree charge or time credit 
accounts or (6) makes payments to or on 
behalf of participants in a bank credit 
card plan, check credit plan, or similar 
plan, except that this subdivision (iv) 
shall not apply to Indebtedness of on 
executive officer to his own bank to the 
extent that the aggregate amount thereof 
exceeds $1,000 or to any such indebted¬ 
ness to his own bank that involves prior 
individual clearance or approval by the 
bank other than for the purpose of de¬ 
termining whether Ills participation in 
the arrangement is authorized or 
whether any dollar limit has been or 
would be exceeded. 

• • • • • 

2a. The purpose of this amendment is 
to add a new subdivision (iv) that ex¬ 
cludes from the coverage of section 22(g) 
of the Federal Reserve Act (12 U.S.C. 


375a) and this part certain lndebtedne.^ 
of an executive officer to a bank other 
than his own bank arising out of the use 
of charge accounts and credit card or 
check credit plans. It would also exclude 
an executive officer's indebtedness to his 
own bank arising from such transactions 
except in the case of a particular In- 
debtedness that involves prior individual 
clearance or approval by his bank other 
than routine confirmation of the right to 
incur such indebtedness required of all 
participants In the general plan, but in 
no event to the extent that the aggregate 
amount of his indebtedness exceeds 
$1,000. Because of its impersonal nature, 
indebtedness of the type within the cov¬ 
erage of the new exclusion is not re¬ 
garded as falling within the general 
intent of section 22(g) of the Federal 
Reserve Act. However, in order to guard 
against abuses or evasions of the basic 
purposes of the law. the amendment pre¬ 
scribes certain limitations in the case of 
indebtedness of an executive officer to 
his own bank. 

b. This amendment was the subject of 
notices of proposed rule making pub¬ 
lished in the Federal Register (31 F.R. 
11399, Aug. 27. 1966, and 32 F.R 4124, 
Mar. 16, 1967) and was adopted after 
consideration of all relevant material, 
including responses received from inter¬ 
ested persons pursuant to these notices. 

Dated at Washington, D C., this 15th 
day of May 1967. 

By order of the Board of Governors. 

(seal! Merritt Sherman. 

Secretary 

(F.R, Doc. 67-5732; Filed, May 23, 1907; 

8:45 am ] 

Title 14—AERONAUTICS AND 
SPACE 

Chapter I—Federal Aviation Adminis¬ 
tration, Department of Transporta¬ 
tion 

(Docket No. 8179; Amdt. 13-61 

PART 13—ENFORCEMENT 
PROCEDURES 

Administrative Disposition of 
Violations 

The purpose of this amendment Is to 
clarify the distinction between the ad¬ 
ministrative disposition of violations that 
are handled by Flight Standards per¬ 
sonnel in the field and legal enforcement 
actions that are processed by the FAA 
counsel. 

In furthering the FAA decentraliza¬ 
tion program and to provide greater dis¬ 
cretion at the lowest operational level, 
authority is being given to personnel at 
that level to make final disposition by 
administrative action in place of legal 
enforcement action, whenever it is de¬ 
termined to be the most appropriate 
means of obtaining compliance with the 
Federal Aviation Regulations. 

At present a violation disposed of by 
letter of reprimand Is considered a legal 
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enforcement action (£13.13). This 
junendment establishes safety compli¬ 
ance notices Including a reprimand to 
violator if appropriate and letters of cor¬ 
rection as administrative actions. Con¬ 
sequently, £ 13.13 is deleted and £ 13.67 
(a) is amended to delete authority of 
FAA Hearing Officers to issue repri¬ 
mands. Section 13.11 Is rewritten and 
placed Into a new Subpart B—Adminis¬ 
trative Actions. The remaining sections 
in present Subpart B are unchanged and 
are placed in new Subpart C—Legal En¬ 
forcement Actions, and present Subpart 
C Ls redesignated as Subpart D. 

Since this amendment is procedural In 
nature and does not impose a burden on 
any person, notice and public procedure 
thereon are not required and the amend¬ 
ment may be made effective Immediately. 

In consideration of the foregoing. Part 
13 of the Federal Aviation Regulations 
114 CFR Part 13> is amended, effective 
May 23. 1967, as follows: 

l. By amending the heading of Sub¬ 
part A to read "Subpart A—Investiga¬ 
tive Procedures'*; 

2 By amending the heading of Sub¬ 
part B, and £ 13.11, to read as follows: 

Subpart B—Administrative Actions 

§ 13.11 A<linini»tro!ivr disposition of 
certain violation*. 

(a) If it is found that a violation of 
the Federal Aviation Act of 1958, or an 
order or regulation issued under it. does 
not require legal enforcement action, a 
Flight Standards inspector or other ap¬ 
propriate official may issue a safety com¬ 
pliance notice including a letter of repri¬ 
mand to the violator if appropriate, or 
a letter of correction that confirms de¬ 
cisions and states the corrective action 
agreed to as acceptable to the FAA. 

(b) Except for any case in which the 
agreed upon corrective action is not suc¬ 
cessfully completed, any action taken un¬ 
der paragraph <a> of this section termi¬ 
nates the matter upon which the action 
was based. If the agreed upon corrective 
action is not successfully completed, legal 
enforcement action may be initiated. 

S 13.13 [ Deleted] 

3. By deleting £ 13.13 and Inserting the 
following new heading before £ 13.15: 

Subpart C—Legal Enforcement 
Actions 

§ 13.19 [ Amended J 

4. By $trUcin&4Dut the words "Subpart 
C in the lost sentence of £ 13.19(c) and 
inserting the words "Subpart D" in place 

thereof. 

5. By redesignating present Subpart C 
to. Subpart D. 

6. By amending £ 13.67(a» to read as 

follows: 

§ 13.67 1‘iiuil order of Hearing Officer# 

^ the final order of the Hearing 
Officer makes a decision on the merits. 
11 contains a statement of his findings 
and conclusions on all material issues of 
•act and law. If the Hearing Officer 
d< termines that safety in air commerce 
or air transportation and the public in¬ 
terest so require, he may Issue an order 
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amending, suspending or revoking the 
respondent's certificate. The certificate 
action imposed may not be more severe 
than that proposed In the notice of pro¬ 
posed certificate action. If the Hearing 
Officer finds that the allegations of the 
notice have been proved, but that no 
sanction Is required, he makes appro¬ 
priate findings and orders the notice 
terminated. If the Hearing Officer finds 
that the allegations of the notice have 
not been proved, he orders the notice 
dismissed. If the Hearing Officer finds it 
to be equitable and in the public interest, 
he may order the proceeding terminated 
upon payment by the respondent of a 
civil penalty in an amount agreed upon 
by the parties. 

• • • • • 

(Secs. 302(f), 303(d). 813(a). 1001. Federal 
Aviation Act of 1958: 49 VJS.C. 1343. 1344, 
1354. 1481) 

Issued in Washington, D.C., on May 
16. 1967. 

William F. McKee. 

Administrator. 

|F.B Doc. 67-5738; Filed, May 23. 1967; 

8:46 am.) 


|Docket No. 7831; Arndts. 23-6. 25-12. 43-7, 
91-40) 

ALTIMETER SYSTEM 
REQUIREMENTS 

Miscellaneous Amendments to 
Chapter 

The purpose of tills amendment to 
Parts 23. 25, 43. and 91 of the Federal 
Aviation Regulations Is to revise the 
design standards concerning static pres¬ 
sure systems and to revise the test re¬ 
quirements applicable to the mainte¬ 
nance of altimeter systems. 

This amendment is based on a notice of 
proposed rule making (Notice No. 66- 
44> published in the Federal Register 
on December 31. 1966 (31 Fit. 16790). 

Numerous comments were received In 
response to Notice 66-44, most of which 
were in agreement with the proposal. 
The more pertinent of the comments 
that raised questions together with the 
changes in the proposal resulting there¬ 
from are discussed hereinafter. 

With reference to the static pressure 
system proof test required under both 
Part 23 and Part 25. an inconsistency in 
wording was noted in regard to the pres¬ 
sure differential at which the tests are 
run for unpressurized aircraft. Since 
there is no reason for different require¬ 
ments. £ 25.1325' c ’ * l!> (1) has been modi¬ 
fied to require a pressure differential of 
approximately 1 inch of mercury rather 
than the absolute value of 1 inch as 
stated in the notice. 

One commentator pointed out that the 
requirement that the proof tests of the 
static pressure systems on unpressurized 
aircraft be conducted with the static 
pressure system evacuated to a pressure 
differential based on an altimeter read¬ 
ing of 1,000 feet at sea level could be 
confusing to people located at elevations 
above 1,000 feet mean sea level. The FAA 
agrees and ££ 23.1325(b) (2) (i) and 
25.1325(c)(2) (1) have been further 
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amended to permit the proof test of un¬ 
pressurized aircraft with the static pres¬ 
sure system evacuated to an altimeter 
reading of 1.000 feet above the airplane 
elevation at the time of the test. 

It was recommended that £ 25.1325<c) 
(2) <ii) be changed in its entirety to pro¬ 
vide a new leak test tolerance formula 
that would reduce test ambiguities re¬ 
sulting from calculating the 2 percent 
tolerance using pounds per square Inch 
or feet altitude at different airport ele¬ 
vations. In this connection, the FAA 
previously investigated the feasibility of 
establishing a quantitative static system 
test. That investigation, however, indi¬ 
cated that a quantitative test was much 
too complex for general use but that the 
simplified qualitative test would be satis¬ 
factory and would provide adequate re¬ 
sults without any adverse effect on 
safety. The latter was accordingly pro¬ 
posed in the notice. In the interest of 
simplicity and ease of performance, the 
FAA is retaining the test references in 
terms of feet altitude even though this 
qualitative approach may give minor 
differences in test results where the tests 
are run at different field elevations. 

One commentator stated that the 
proposed £ 23.1325(b) (3) requirement 
for a correction card where altimeter 
readings on primary and alternate static 
systems differ by more than 50 feet. Is too 
restrictive at high altitudes and high 
Mach numbers and suggested clarifica¬ 
tion as to the range of altitude and Mach 
numbers applying to this tolerance. 
However, the FAA believes that the pro¬ 
posed requirement is necessary to as¬ 
sure proper vertical separation consider¬ 
ing the entire altitude-speed range. In 
the high Mach—high altitude regime, 
the static system accuracy may be mar¬ 
ginal at best and errors introduced while 
on the alternate system could lead to 
hazardous operation if the pilot is not 
informed of the magnitude of the error. 
In the low speed—low altitude regime, 
static system errors are minimized so 
that correspondence between the two 
systems should pose no problem. 

As noted by one commentator, the first 
altitude entry in Table I, Appendix E, 
Part 43, was Inadvertently printed as 
1,000 feet w'hen it should have been 
— 1.000. The table has been corrected ac¬ 
cordingly. 

One of the comments contained a rec¬ 
ommendation that section (c) of Ap¬ 
pendix E should be changed to require 
recording of date and test altitude on 
the altimeter dial. The FAA does not. 
however, agree with the recommended 
change. Such a requirement would result 
in the unnecessary cluttering of the in¬ 
strument face and unnecessary expense 
and Inconvenience due to instrument 
removal and teardown in order to record 
the Information on subsequent inspec¬ 
tions. The requirement that the date and 
maximum altitude to which the altimeter 
has been tested be recorded on the al¬ 
timeter. Is necessary to provide the in¬ 
formation for entry in the airplane log 
or other permanent record when the in¬ 
strument is installed In an airplane. 
With the maximum altitude for the al¬ 
timeter entered in the aircraft log, there 
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Is no need, insofar as the pilot la con* 
cerned. to enter that data on the face 
of the instrument. 

In connection with the altimeter test 
and Inspection, comments variously sug¬ 
gested the importance of preliminary 
pitot system checks to preclude damage 
to the airspeed meter, of periodic purg¬ 
ing of pitot and static lines, and of in¬ 
formation concerning the accuracy of 
altimeter test equipment. The FAA sees 
merit in these comments, and contem¬ 
plates that to the extent that it has not 
already been accomplished, such Infor¬ 
mation will be presented as acceptable 
means of compliance with the proposed 
rules in appropriate advisory circulars. 

One commentator suggested changes 
to section <c) of Appendix E to eliminate 
the requirement for commercial opera¬ 
tors to prepare records under 5 43.9 In 
addition to those they presently keep. 
Commercial operators of large aircraft 
maintained in accordance with a con¬ 
tinuous airworthiness program under 
Part 121 are exempted from the require¬ 
ments of 5 91.170 by the provisions of 
5 91.161. Therefore, there is no need for 
the recommended change insofar as such 
operators are concerned. On the other 
hand, commercial operators of small air¬ 
craft are governed by Part 135 of the 
PARs and they are not required to main¬ 
tain their aircraft under a continuous 
airworthiness program. The provisions 
of present 5 43.9(a) apply to such opera¬ 
tors and they would not, by the proposed 
rule, be required to prepare records in 
addition to those they presently keep. 
The recommended change, is, therefore, 
unnecessary. 

Expressing the belief that the proposed 
regulations would require periodic re¬ 
moval of the altimeter Instruments for 
the required tests and inspections, one 
comment indicated that extensive work 
behind the instrument panel can cause 
malfunctions of other equipment dis¬ 
turbed in the process. For this reason, 
the comment suggested that there should 
be an amendment to allow airframe re¬ 
pair stations to use external connections 
to test the static system and the altimeter 
using a reference altimeter that is cali¬ 
brated against a master semiannually. 
The FAA presently permits the use of 
external connections to test the static 
and altimeter systems. However, the ad¬ 
visory circular covering this matter sug¬ 
gests that the reference altimeter be cali¬ 
brated once each month until the neces¬ 
sary Interval between calibration checks 
can be determined. Using this proce¬ 
dure. it may be that the accuracy of the 
reference altimeter can be maintained 
by a semiannual calibration. 

The proposal has not been revised in 
accordance with the recommendation 
that altimeters and static systems be 
tested and inspected once each year in¬ 
stead of each 24 months. Based on cur¬ 
rent experience as reported by major 
altimeter manufacturers And repair sta¬ 
tions. the PAA has determined that an 
altimeter instrument and static system 
will maintain accuracy and integrity for 
2 years following a test and inspection. 
To require yearly tests of either or both 
systems would impose a burden on owners 
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and operators without a corresponding 
increase in safety. 

Numerous comments were received 
concerning the persons authorised to 
perform the tests and inspections of the 
static pressure system and the altimeter 
instrument. One comment suggested that 
the designation should have included 
noncertlficated repair stations and fixed 
base operators. In this connection, it 
should be pointed out that the static 
pressure system and altimeter instru¬ 
ment testa and Inspections are mainte¬ 
nance Items and must, therefore, be per¬ 
formed by persons certificated to per¬ 
form maintenance. Moreover, the tests 
and inspections require sophisticated test 
equipment and a capability that must be 
maintained under a system of periodic 
inspections. It is only through the certi¬ 
fication procedures that the PAA is able 
to regularly conduct surveillance of the 
approved facilities and make periodic 
determinations ns to their capability. 
Another comment suggested that a cer¬ 
tificated "A & P M mechanic should be 
permitted to conduct the necessary tests 
and inspections. The FAA agrees with 
this comment insofar as the static pres¬ 
sure system tests arc concerned and the 
regulation has been so revised. However, 
the PAA does not consider that it would 
be appropriate to authorize certificated 
mechanics to conduct the required altim¬ 
eter tests and inspections In the light 
of the test equipment and capability that 
Is necessary for those tests and inspec¬ 
tions. The opinion was also expressed 
that the proposal would permit certifi¬ 
cated repair stations with airframe rat¬ 
ings to accomplish an instrument major 
repair without the necessity of obtaining 
an instrument rating. As proposed, the 
rule permits a repair station having an 
airframe rating to conduct the tests and 
inspections necessary for the altimeter 
instrument. However, the rule does not 
permit repair stations with only an air¬ 
frame rating to accomplish any repairs to 
the instrument Contrary to the under¬ 
standing of this commentator, the altim¬ 
eter tests covered under this proposal are 
not considered to be major repairs to the 
altimeter. Finally, the FAA does not con¬ 
cur with the recommendation that the 
provision designating the persons au¬ 
thorized to conduct the required Inspec¬ 
tions and tests be deleted from 5 91.170 
and added to Appendix E in Part 43. 
While it is true that Appendix E contains 
the scope of the required inspections and 
tests that the designated persons are 
authorized to conduct, the PAA considers 
that from the standpoint of the owner 
or operator of an airplane, it would be 
better to set forth the designation in the 
operating requirements of Part 91 rather 
than as part of the technical details of 
the Inspections and tests in the Appen¬ 
dix to Part 43. 

The present requirements of 5 91.170 
apply only to persons operating an air¬ 
plane in controlled airspace under IFR. 
The phrase "in controlled airspace/* 
which limits the applicability of 5 91.170, 
was incorporated into the regulation 
after consideration by the Agency in an 
appropriate rule-making action. How¬ 
ever. a comment has now been received 


In response to Notice 60-44 requesting 
the PAA to delete the phrase “In con¬ 
trolled airspace*' on the ground that a 
substantial number of IFR flights are 
made within uncontrolled airspace and 
that there is no reason why the altimetry 
maintenance and alteration standards 
should not apply to IFR flight in both 
controlled and uncontrolled airspace. 
While this comment involves a sub¬ 
stantive change to the present require¬ 
ments that goes beyond the scope of 
this notice of proposed rule making, the 
FAA believes that it warrants further 
consideration in connection with other 
altitude indication projects now in 
process. 

Interested persons have been afforded 
an opportunity to participate in the 
making of this amendment, and due con¬ 
sideration has been given to all matter 
presented. 

In consideration of the foregoing. 
Parts 23, 25. 43, and 91 of the Federal 
Aviation Regulations are amended 
effective August 1, 1967, as follows: 

PART 23—AIRWORTHINESS STAND¬ 
ARDS: NORMAL, UTILITY, AND 
ACROBATIC CATEGORY AIR¬ 
PLANES 

1. Section 23.1325(b) (2) and (3) is 
amended to read as follows: 

§ 23.1323 Static procure a*M em. 

• ♦ • • • 

<b) ♦ • • 

(2) A proof test must be conducted to 
demonstrate the integrity of the static 
pressure system in the follow ing maimer: 

(I) Unpressurized airplanes . Evacuate 
the static pressure system to a pressure 
differential of approximately 1 inch of 
murcury or to a reading on the altimeter. 
1,000 feet above the aircraft elevation 
at the time of the test. Without addi¬ 
tional pumping for a period of 1 minute, 
the loss of indicated altitude must not 
exceed 100 feet on the altimeter. 

(II) Pressurized airplanes. Evacuate 
the static pressure system until a pres¬ 
sure system until a pressure differential 
equivalent to the maximum cabin pres¬ 
sure differential for which the airplane 
is type certificated Is achieved. Without 
additional pumping for a period of i 
minute, the loss of indicated altitude 
must not exceed 2 percent of the equiva¬ 
lent altitude of the maximum cabin dif¬ 
ferential pressure or lO^feet, whichever 
is greater. 

(3) If a static pressure system is pro¬ 
vided for any instrument, device, or sys¬ 
tem required by the operating rules of 
this chapter, each static pressure port 
must be designed or located in such a 
manner that the correlation between air 
pressure in the static pressure system 
and true ambient atmospheric static 
pressure is not altered when the airplane 
encounters icing conditions. An antl- 
Icing means or an alternate source of 
static pressure may be used in showing 
compliance with this requirement. If the 
reading of the altimeter, when on the 
alternate static pressure system differs 
from the reading of the altimeter when 
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on the primary static system by more 
than 50 feet, a correction card must be 
provided for the alternate static sys¬ 
tem. 


PART 25—AIRWORTHINESS STAND¬ 
ARDS: TRANSPORT CATEGORY 
AIRPLANES 

2. Section 25.1325(c) <2> Is amended to 
read as follows: 

S- 25.1525 Static prcMurc •yftemft. 

• •it* 

<C> • ♦ • 

(2) It is airtight except for the port 
Into the atmosphere. A proof test must 
be conducted to demonstrate the In¬ 
tegrity of the static pressure system In 
Die following manner: 

(i) Unpressurized airplanes. Evacuate 
the static pressure system to a pressure 
differential of approximately 1 inch of 
mercury or to a reading on the altimeter. 
1,000 feet above the airplane elevation 
at the time of the test. Without addi¬ 
tional pumping for a period of 1 minute, 
the loss of indicated altitude must not 
exceed 100 feet on the altimeter. 

(fi> Pressurized airplanes. Evacuate 
the static pressure system until a pres¬ 
sure differential equivalent to the maxi¬ 
mum cabin pressure differential for 
which the airplane is type certificated Is 
achieved. Without additional pumping 
for a period of 1 minute, the loss of in¬ 
dicated altitude must not exceed 2 per¬ 
mit of the equivalent altitude of the 
Tuximum cabin differential pressure or 
i no feet, whichever is greater. 


PART 43—MAINTENANCE, PREVEN¬ 
TIVE MAINTENANCE, REBUILDING, 
AND ALTERATION 

3. Appendix E of Part 43 is amended 

a.s follows: 

a. The second sentence of subpara- 
raph (11) of paragraph (b)(1) Is 
amended to read as follows: 

<b) Altimeter: 

( 1 ) • • • 

(tl) Hysteresis. • • • Pressure shall be 
increased at a rate simulating a descent In 
altitude at the rate of 5.000 to 20.000 feet 
P«t minute until within 3,000 feet of the 
fim teat point (50 percent of maximum al¬ 
titude). • • • 


b. Section (c) is amended to read as 

follows: 

(ci Records: Comply with the provUlona 
of I 43,0 of thia chapter aa to content, form, 
and disposition of the records. The person 
performing the altimeter teats ahull record on 
the altimeter the date and maximum alti¬ 
tude to which the altimeter has been tested 
and the persons approving the airplane for 
return to service shall enter that data in the 
airplane log or other permanent record. 

c. Table I is amended to read as fol¬ 
lows: 


Taslx i 


Altitude (bet) 

Equivalent 
pressure 
(inch«*• of 
mercury) 

Tolerance 

±<«r*0 

-1,000__ 

slow 

30 


29l V2I 

30 

AOO . 

29.3H5 

30 

1,000... 

atsfto 

20 

1.500. 

as. 335 

35 

2,000 _ 

27. *21 

20 

l.iw ._ 

38.S17 

20 

t.ono..... 

35 M2 

36 

6,000._ 

23.97* 

40 

3.000__ 

22.225 

60 

ICU«0...... 

20.577 

60 

12,000. ____ 

10. ow 

90 

i4,(xn . . . _ _ 

17.677 

100 

16,010.____ 

16.216 

no 

DM***- _—__ 

14.947 

120 

aojooo_____ 

IX 750 

120 

99,000 __ „ r __ 

12.636 

140 

35.000-_- 

11.104 

166 

30,000.. . _ 


ISO 

15,000. -.- 

7- 041 

305 

40.000.. 

6 MS 

230 

45,000 ... 

UM 

2M 

50, cuo. . 

X435 

aw 


PART 91—GENERAL OPERATING 
AND FLIGHT RULES 

4. Part 91 is amended as follows: 
§91.165 (Amended] 

a. Section 91.165 is amended by in¬ 
serting the words "and 9 91.170" Imme¬ 
diately after the reference "9 91.169". 

b. Section 91.170 is amended to read 
as follows: 

§ 91.170 Altimeter »y*tem teals mid in¬ 
spection*. 

(a) No person may operate an air¬ 
plane in controlled airspace under IFR 
unless, within the preceding 24 calendar 
months, each static pressure system and 
each altimeter Instrument has been 
tested and Inspected and found to com¬ 
ply with Appendix E of Part 43 of this 
chapter. The static pressure system and 
altimeter instrument tests and inspec¬ 
tions may be conducted by— 

(1) The manufacturer of the airplane 
on which the tests and inspections are 
to be performed; 

(2) A certificated repair station prop¬ 
erly equipped to perform these functions 
and holding— 

<i) An instrument rating. Class I: 

(1!) A limited instrument rating ap¬ 
propriate to the make and model altim¬ 
eter to be tested; 

(ill) A limited rating appropriate to 
the test to be performed; 

(Iv) An airframe rating appropriate 
to the airplane to be tested; or 

(v) A limited rating for a manufac¬ 
turer Issued for the altimeter In accord¬ 
ance with 9 145.101(b)(4) of this chap¬ 
ter; or 

(3) A certificated mechanic with an 
airframe rating (static pressure system 
tests and inspections only). 

<b) The first test and inspection re¬ 
quired by this section for airplanes, 
under annual Inspection is not required 
to be made until the first annual inspec¬ 
tion after July 31. 1967. 


(C) No person may operate an air¬ 
plane in controlled airspace under IFR 
at an altitude above the maximum alti¬ 
tude to which an altimeter of that air¬ 
plane has been tested. 

(Sees. 313(a), 601. 003. Federal Aviation Act 
of 1956; 49 US.C. 1354(a), 1421. 1423) 

Issued in Washington, D.C., on May 16, 
1967. 


William F. McKee, 
Administrator. 

(P-R. Doc. 67-5739: Piled. May 23. 1907; 
6:46 am) 


(Airspace Docket No. 67-CE-15J 

PART 71—DESIGNATION OF FEDERAL 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Transition Area 

On March 7. 1967, a notice of proposed 
rule making was published in the Federal 
Register <32 F.R. 3780) stating that the 
Federal Aviation Administration pro¬ 
posed to alter controlled airspace in the 
Faribault-Owatonna, Minn., terminal 
area. 

Interested persons were afforded an 
opportunity to participate in the rule 
making through submission of com¬ 
ments. The one comment received offered 
no objection to the proposal. 

In consideration of the foregoing, Part 
71 of the Federal Aviation Regulations Is 
amended, effective 0001 July 20. 

1967, as hereinafter set forth: 

In 5 71.181 <32 FR. 2148). the Fari- 
bault-Owatonna. Minn., transition area 
Is amended to read: 

Paxibault-Owatomna. Minn. 

That airspace extending upward from 700 
feet above the surface within a 6-mlle radius 
of Parlbault Municipal Airport (latitude 44'- 
10'35" N.. longitude 03*18'3O'* W ); within 
a 6-mlle radius of Owatonna Municipal Air¬ 
port (latitude 44"07'15" N.. longitude 93’ 15‘- 
15° W ); within 2 miles each side of the 200* 
bearing from Parlbault Municipal Airport ex¬ 
tending from the Parlbault 6-mlle radius 
ares to 9 miles south of the airport: and 
within 2 miles each side of the 315* bearing 
from Owatonna Municipal Airport, extending 
from the Owatonna 5-mile radius area to 9 
miles northwest of the airport: and that air¬ 
space extending upward from 1.200 feet above 
the surface In the Paribuult-Owatonna ter¬ 
minal area bounded on the north by the arc 
of a 36-mllc radius circle centered on the 
Mlnnespolls-St. Paul International Airport 
(latitude 44* 63*00" N.. longitude 93*13*11" 
W.). on the east by V-82, on the south by 
V-24 and on the west by V-170. excluding 
the portion which overlies the Hope. Minn , 
and Rochester. Minn., transition areas. 

(Bee 307(a). Pederal Aviation Act of 1958; 
49 U.8-C. 1348) 


Issued In Kansas City, Mo . on May 8. 
1967. 


Edward C. Marsh. 
Director. Central Region . 


(PR. Doc. 67-5740: Plied, May 23. 1967; 
8:46 a m ] 
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[ Airspace Docket No. 67-CE-J3J 

PART 71—DESIGNATION OF FEDERAL 

AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

Alteration of Transition Area 

On March 10. 1967, a notice of pro¬ 
posed rule making was published In the 
Federal Register (32 F.R. 3947) stating 
that the Federal Aviation Administra¬ 
tion proposed to alter controlled airspace 
In the Coldwater. Mich., terminal area. 

Interested persons were afforded an 
opportunity to participate In the rule 
making through submission of com¬ 
ments. The one comment received was 
favorable. 

The Coldwater. Mich.. Branch County 
Memorial Airport coordinates recited In 
the notice of proposed rule making have 
been changed slightly In this final rule. 
Since this change Is minor in nature and 
Imposes no additional burden on anyone. 
It Is being incorporated In the rule with¬ 
out notice and public procedure. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations Is 
amended, effective 0001 ex.t.. July 20. 
1967. as hereinafter set forth: 

In §71.181 (32 F.R. 2148), the Cold- 
water. Mich., transition area Is amended 
to read: 

Coldwatxr, Mich. 

That airspace extending upward from 700 
feet above the surface within a 5-mile radius 
of Branch County. Memorial Airport (lati¬ 
tude 41*66'05“ N.. longitude 85*02'65" W.), 
within 2 miles each tide of the Litchfield. 
Mich. VORTAC 239* radial extending from 
the S-mlle radius area to 8 miles northeast 
of the airport, and within 2 miles each side 
of the 200* bearing from the Branch County 
Memorial Airport extending from the 5-mlle 
radius area to 8 miles southwest of the 
alrport. 

(Sec. 307(a). Federal Aviation Act of 1956; 
49 U-S.C. 1348) 

Issued in Kansas City. Mo., on May 10, 
1967. 

Daniel E. Barrow. 

Acting Director, Central Region . 

[Fit. Doc. 07-41741: Filed. May 23. 1967: 

8:40 am.) 


(Airspace Docket No. 67-SO-66J 

PART 71—designation of federal 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Transition Area 

The purpose of this amendment to 
Part 71 of the Federal Aviation Regu¬ 
lations is to alter the Eufaula, Ala., tran¬ 
sition area. 

The Eufaula transition area is de¬ 
scribed In f 71.181 (32 Fit. 2148). 

The geographic coordinate for the 
Weedon Airport is published as "• • • 
(latitude 31*56*45" N.. longitude 85*08'- 
15" W.).♦ 

Because of a refinement of the geo¬ 
graphic coordinate by Coast and Geodetic 
Survey, it is necessary to alter the tran¬ 
sition area accordingly. 

Since this amendment Is editorial In 
nature, notice and public procedure here¬ 
on are unnecessary. 


In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations is 
amended, effective immediately, as here¬ 
inafter set forth. 

In 9 71.181 (32 F.R. 2148) the Eufaula, 
Ala., transition area Is amended as fol¬ 
lows: . (latitude 31*50*45" N.. 

longitude 85*08*15'* W.).Is deleted 

and.(latitude 31*57*05" N.. 

longitude 85*07*45" ..Is sub¬ 

stituted therefor. 

(8ec. 307(a). Federal Aviation Act of 1958; 
49 US.O. 1348(a)) 


Issued In East Point. Ga., on May 15, 
1967. 


James G. Rogers, 
Director . Southern Region . 


| F.R. Doc. 67-5742: Filed. May 23. 1967; 
8:46 am. 1 


(Airspace Docket No. 67-CE-51) 

PART 71—DESIGNATION OF FEDERAL 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Federal Airway 

The purpose of this amendment to 
Part 71 of the Federal Aviation Regula¬ 
tions is to alter the segment of VOR Fed¬ 
eral airway No. 218 between Rochester. 
Minn., and Rockford. Ill. 

V-218 airway from Rochester. Minn., 
to Waukon, Iowa, is a common segment 
with VOR Federal airway No. 24 south 
alternate. Action is taken herein to raise 
the floor of this segment of V-218 to 
1,200 feet AGL so as to provide comput¬ 
ability on the floors for this common air¬ 
way segment. In addition, action Is taken 
herein to realign V-218 segment be¬ 
tween Waukon and Rockford via the In¬ 
tersection of the Waukon 119* T <114* 
M) and the Rockord 304* T C301* M) 
radlals. This realignment of V-218 will 
permit the deletion of the Rcwey. Wls., 
VOR as a facility within the VOR airway 
structure and also permit its decommis¬ 
sioning. Since this realignment of V-218 
will not alter the extent of controlled air¬ 
space, notice and public procedure are 
unnecessary. However, since it is neces¬ 
sary that sufficient time be allowed to 
permit appropriate changes to be made 
on aeronautical charts, these amend¬ 
ments will become effective more than 
30 days after publication. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations is 
amended, effective 0001 es.t., July 20. 
1967 as hereinafter set forth. 

In 9 71.123 (32 F.R. 2009) V-218 Is 
amended by deleting all before *'12 AGL 
INT Rockford 136"*' and substituting 
“From Rochester, Minn., 12 AOL via 
Waukon. Iowa: 12 AGL INT Waukon 
119* and Rockford. Ill.. 304* radlals; 12 
AGL Rockford;** therefor. 

(Sec. 307(a). Federal Aviation Act of 1958: 
49 U-8.C. 1348) 

Issued in Washington. D.C., on May 16, 
1967. 

H. B. Helstrom. 

Chief, Airspace and Air 
Traffic Rules Division . 

(Fit. Doc. 67-5743: Filed. May 23. 1967: 

8:46 am.| 


[ Airspace Docket No. 66-WB-52) 

PART 71—DESIGNATION OF FEDERAL 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Federal Airways 

On March 1, 1967, a notice of proposed 
rule making was published in the Fed¬ 
eral Register (32 F.R. 3401) stating that 
the Federal Aviation Agency was consid¬ 
ering raising the floors of Federal airway 
segments in the Seattle. Wash.. ARTC 
Center area. 

Interested persons were afforded an 
opportunity to participate In the pro¬ 
posed rule making by the submission of 
comments. All comments received were 
favorable. 

Subsequent to publication of the no¬ 
tice, V-440 was designated from Seattle 
to Victoria. British Columbia, Canada 
A floor for this airway Is considered 
herein. V-99 was renumbered as seg¬ 
ments of V-165 and V-287; V-281 was 
renumbered as a segment of V-536; and 
V-283 was renumbered as a segment of 
V-165 (Airspace Docket No. 66-WA-42. 
32 F.R. 6434) effective June 22. 1967. 
In as much as the floors proposed for 
V-99, V-281. V-283, and V-287 were in¬ 
corporated in Airspace Docket No. 66- 
WA—42, action on these floors is not 
considered herein. A proposed floor for 
V-520 is not considered herein as action 
to realign and extend this airway to 
The Dalles has been postponed until 
August 17, 1967 (Airspace Docket No. 
ee-wE-70). 

In addition, several changes differing 
from those proposed In the notice are in¬ 
corporated herein for aeronautical chart 
legibility and to include airspace in which 
radar vectoring is currently accom¬ 
plished. Since these changes are. in each 
case, minor changes In distance and alti¬ 
tudes of floors and are made in the in¬ 
terest of safety, the Administrator has 
determined that notice and public pro¬ 
cedure thereon arc impracticable. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations is 
amended, effective 0001 eA.t., July 20, 
1967. as hereinafter set forth. 

1. Section 71.123 (32 FH. 2009, 3219. 
3438. 5988) is amended as follows: 

a. In V-2 all before “12 AGL Spokane. 
Wash.,** is deleted and "From Seat tie, 
Wash.. 12 AOL Ellcnsburg. Wash.. In¬ 
cluding a 12 AGL south alternate via INT 
Seattle 124* and Ellensburg 274* radlals: 
12 AOL Ephrata, Wash.. Including a 12 
AGL north alternate from Seattle to 
Ephrata via Wenatchee. Wash.;** is sub¬ 
stituted therefor. 

b. In V-4 all before "12 AGL Pendle¬ 
ton. Oreg.;" is deleted and “From Neah 
Bay. Wash.. RBN. 12 AGL Port Angeles. 
Wash.; 12 AGL INT Port Angeles 090* 
and Seattle. Wash . 329* radlals; 12 AGL 
Seattle; 12 AGL Yakima. Wash.. Includ¬ 
ing a 12 AGL south alternate from Se¬ 
attle to Yakima via INT Seattle 163* and 
Olympia, Wash., 084* radlals and INT 
Olympia 084* and Yakima 305* radlals. 
excluding the airspace between the main 
and this alternate airway;" is substituted 
therefor. 
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c. In V-23 all after “12 AOL Red 
Bluff;*’ Is deleted and “58 miles, 12 AOL, 
95 MSL Fort Jones. Calif.; 12 AOL Med¬ 
ford, Oreg., Including a 12 AOL east al¬ 
ternate via INT Fort Jones 042* and 
Medford 157* radials and also a 12 AGL 
west alternate via INT Fort Jones 340* 
and Medford 235* radials. excluding the 
airspace between the main and these 
alternate airways; 12 AOL Eugene. Oreg., 
Including a 12 AGL west alternate from 
Medford to Eugene via Roseburg, Oreg.. 
and INT Roseburg 003 4 and Eugene 187* 
radials; 12 AGL Portland. Oreg.. includ¬ 
ing a 12 AOL east alternate and also a 
12 AOL west Alternate from Eugene to 
Portland via Corvallis, Oreg., INT Cor¬ 
vallis 352* and New berg, Oreg., 204* ra¬ 
dials and Newberg; 20 miles. 12 AGL. 45 
MSL INT Portland 350* and Seattle, 
Wash., 197* radials; 21 miles. 45 MSL, 
12 AOL Seattle; 12 AGL Paine, Wash.; 
12 AGL Bellingham, Wash.; 12 AGL via 
INT Bellingham 290* radial to the United 
Suites Canadian border/* U substituted 
therefor. 

d In V-25 all between “12 AGL Red 
Bluff. Calif.and “12 AGL INT Yakima 
305’** is deleted and “53 miles, 12 AGL. 
95 MSL INT Red Bluff 015* and Klamath 
Falls, Oreg.. 181* radials; 19 miles. 95 
MSL, 12 AGL Klamath Palls; 21 miles, 
12 AGL, 77 miles, 90 MSL. 12 AOL Red¬ 
mond, Oreg.; 12 AGL The Dalles, Oreg.; 
12 AGL Yakima, Wash., including a 12 
AGL east alternate via INT The Dalles 
032 and Yakima 183’ radials;" is sub¬ 
stituted therefor. 

e. In V-27 all between “12 AGL For- 
tuna, Calif.;*' and “The airspace below 
2,000 feet MSL" is deleted and “12 AGL 
Crescent City. Calif.; 31 miles. 12 AGL, 
32 miles, 59 MSL. 12 AGL North Bend, 
Oreg.; 12 AGL Newport, Oreg.; 39 miles. 
12 AGL. 30 miles, 45 MSL. 12 AGL As¬ 
toria, Oreg.; 30 miles, 12 AGL. 17 miles. 
45 MSL. 12 AGL Olympia. Wash.; 12 
AGL INT Olympia 010* and Seattle. 
Wash., 249* radials; 12 AGL Seattle, in¬ 
cluding a 12 AGL west alternate from 
Astoria to INT Olympia 010* and Seattle 
249' radials via Hoqulam, Wash., exclud¬ 
ing the airspace between the main and 
this west alternate/* is substituted 
therefor. 

f. In V-112 all before "Spokane. 
Wash..** Is deleted and "From Astoria, 
Oreg., 44 miles. 12 AGL; 15 miles, 6-mlle 
wide, 12 AGL Portland. Oreg.; 12 AGL 
The Dalles. Oreg.; 12 AGL INT The 
Dalles 096* and Pendleton. Oreg., 254* 
radials; 12 AGL Pendleton; 53 miles, 12 
AGL. 28 miles, 45 MSL, 12 AGL" is sub¬ 
stituted therefor. 

B. V-121 is amended to read as follows: 


V-121 From Medford. Oreg.. 12 AOL INT 
Medford 352* and Roecburg. Oreg., 127* ra- 
miiU; 12 AOL Roecburg; 12 AOL North Bend. 
Oreg.; 12 AOL Eugene. Oreg. 


h. V-122 is amended to read as follows: 

Krom Crescent City. Calif., 12 AGL 
iv^ r ? rd * ° r ®6 ‘ 23 roil®*. 12 AOL 75 MSL 
“V Medford 117* and Klamath Folia. Oreg., 
382 True radials; 0 miles, 75 MSL 12 AOL 
Kiamath Falla; 2i milee, 12 AOL 90 MSL 
t-akeview. Oreg. 

** V-182 Is amended to read as follows: 


V-182 From Portland. Oreg.. 12 AOL The 
Dalles. Oreg.; 12 AOL Baker. Oreg. 

J. V-204 is amended to read as follows: 

V 204 From Hoqulom. Wash., 12 AOL 
Olympia. Wash. 

k. V-287 is amended to read as follows: 

V-287 Prom North Bend. Oreg.. 12 AOL 
Newberg. Oreg. Including a 12 AOL west al¬ 
ternate from North Bend to Newberg via 
Newport. Oreg.; excluding the airspace be¬ 
tween the main and this west alternate; 12 
AGL Portland, Oreg., Including a 12 AGL 
east alternate via INT Newberg 089* and 
Portland 126* radials; 20 miles. 12 AOL 51 
miles. 45 MSL. 12 AOL Olympia. Wash.; 12 
AOL INT Olympia 010* and Seattle, Wash.. 
329* radials; 12 AOL INT Seattle 329* and 
Port Angeles, Wash . 090* radials; 12 AOL 
Port Angeles. 12 AOL Neah Bay. Wash.. RBN. 
The airspace within Canada la excluded. 

l. V-448 is amended to read as follows: 

V-448 Prom Portland, Oreg.. 12 AOL 
Yakima, Wash.. Including a 12 AOL south 
alternate; 12 AGL Ephrata, Wash. 

m. V-497 Is amended to read as fol¬ 
lows: 

V-497 From Join. Day. Oreg,. 49 milee. 
65 MSL 12 AOL The Daileo, Oreg. 

n. V-500 is amended to read as follows: 

V-500 From Portland, Oreg., 12 AOL New¬ 
berg, Oreg.; 41 miles, 12 AOL. 70 MSL John 
Day. Oreg.; 30 miles, 12 AOL 71 miles, 105 
MSL 12 AOL Boise, Idaho. 

2. Section 71.125 (32 F.R. 2058) is 
amended as follows: In V-440 all before 
“Victoria." is deleted and "Prom Seattle. 
Wash., 12 AGL" is substituted therefor. 

(Sees. 307(a). 1110, Federal Aviation Act of 
1958 (49 U.S.C. 1348. 1510); Executive Order 
10654 ( 24 Pit. 9505)) 

Issued in Washington, D.C., on May 16, 
1967. 

H. B. Helstrom. 

Chief , Airspace and Air 
Traffic Rule j Division. 

[PJI. Doc. 67-5744; Filed. May 23. 1967; 
8:46 a.m.| 


(Airspace Docket No. 67-CE-4] 

part 71—designation of federal 

AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

Alteration of Federal Airways and 
Designation and Revocation of Re¬ 
porting Points 

On March 4. 1967, a notice of proposed 
rule making was published in the Federal 
Register (32 P.R. 3750) stating that the 
Federal Aviation Agency was consider¬ 
ing altering V-4. V-210. V-424. and V-12; 
revoking the Readsville, Mo., VOR as a 
designated low altitude reporting point; 
and designating the Columbia, Mo.. VOR 
as a low altitude reporting point. It was 
also proposed to retain the 1,200-foot 
AGL floors on the airwsys. 

Interested persons were afforded an 
opportunity to participate in the pro¬ 
posed rule making through the submis¬ 
sion of comments. All comments received 
were favorable. 

Subsequent to publiealon of the notice, 
the segment of V-210 under considera¬ 


tion was revoked (Airspace Docket No. 
66-WA-41. 32 Fit. 6435). Accordingly, 
no action is taken on this airway seg¬ 
ment. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations 
Is amended, effective 0001 ea.t.. July 20, 
1967, as hereinafter set forth. 

1. Section 71.123 (32 F.R. 2009. 3219) 
is amended os follows: 

a. In V-4 “12 AGL Marshall. Mo.;" Is 
deleted. 

b. In V-12 all between “12 AGL Blue 
Springs;** and “12 AGL Troy. ni.;“ is 
deleted and “12 AGL Columbia. Mo.; 12 
AGL Maryland Heights. Mo.;“ is substi¬ 
tuted therefor. 

c. V-424 is amended to read as follows: 

V 424 From Blue Springs. Mo., 12 AGL 
INT Blue Springs 077* and Macon, Mo . 236* 
radial*; 12 AOL Macon. 

2. In 5 71.203 (32 FJL 2275) “Reads¬ 
ville. Mo.” is deleted and “Columbia, 
Mo/* Is added. 

(Sec. 307(a), Federal Aviation Act of 1958; 
49 U &O. 1348) 

Issued in Washington, D.C., on May 16. 
1967. 

H. B. Helstrom, 

Chief , Airspace and Air 
Traffic Rules Division . 

|PJL Doc, 67-5746; Fled. May 23. 1967; 
8:46 u m.J 


(Airspace Docket No. 67-SO-38| 

PART 71—DESIGNATION OF FEDERAL 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Designation of Control Zone and 
Alteration of Transition Area 

On April 14. 1967, a notice of proposed 
rule making was published in the Fed¬ 
eral Register (32 Fit. 5998) stating that 
the Federal Aviation Administration was 
considering amendments to Part 71 of 
the Federal Aviation Regulations that 
would designate the Miami. Fla. (new 
Tamlaml Airport) part-time control 
zone and alter the Miami, Fla., 700-foot 
transition area. 

Interested persons were afforded an 
opportunity to participate in the rule 
making through the submission of com¬ 
ments. All comments received were 
favorable. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations 
is amended, effective 0001 e.dA.t., July 1, 
1967, as hereinafter set forth. 

In 5 71.171 (32 F.R. 2071) the follow¬ 
ing control zone is added: 

Miami, Fla, (New Tamumi Aiaeorr) 

Within a 5-mlic radiua of the new Tamlaml 
Airport. Fla. (latitude 25*38 49'* N„ longi¬ 
tude 80*25*50" W.). Thla control tone U 
effective during the * pec* Ac dates and times 
established in advance by a Notice to Airmen. 
The effective date and time wUl thereafter 
be continuously published In the Airman** 
Information Manual. 

In 5 71.181 (32 F.R. 2148) the Miami, 
Fla.. 700-foot transition area (33 FJL 
3766) is amended to read: 

That airspace extending upward from 700 
feet above the surface within a 7-mlle radius 


No. 100-8 
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of Miami International Airport (latitude 25*- 
47*35" N., longitude 80*17*10" W.): within ft 
ml lea south and 8 mile* north of the Miami 
Runway 9-L ILS localizer west course, ex¬ 
tending from the airport to 12 mllva weat of 
the Runway 9-L ILS LOM; within ft milea 
north and 8 miles south of the Miami Run- 
wsy 27 L ILS localizer east course, extending 
from the airport to 12 milea east of the Run¬ 
way 27-L ILS LOM: within ft milea south and 
8 miles north of the Runway 9-L ILS localizer 
east course, extending from the airport to 12 
milea east of the INT of Runway 9 ~L ILS lo¬ 
calizer east course and the Biscaya* Bay VOR 
851* radial: within 2 miles each side of the 
Miami VORTAC 139* radial, extending from 
the 7-mllc radius area to the VORTAC; with¬ 
in a 4-mile radius of the old Tiunlumi Air¬ 
port. Fla. (latitude 26*45*15" N., longitude 
80*22'3ft" W ); within an 8-mile radius of 
the new Tamlaxnl Airport, Fla. (latitude 25*- 
38*49" N . longitude 80*25*59" W.); within a 
6-mile radius of the Opa Lock a Airport. Fla. 
(latitude 2ft*54'25" N., longitude 80*16*40" 
W.): within 2 miles each side of the Miami 
VORTAC 108* radial, extending from the 6- 
mlle radius area to the VORTAC: within a ft- 
mlle radius of the North Perry Airport. Fla 
(latitude 26*00 06" N . longitude 80*14*24" 
W.); within a 7-mlle radius of Fort Lauder- 
dale-Hollywood International Airport (lati¬ 
tude 26*04*26" N.. longitude 80*09*10" W >: 
within 2 miles each side of the 315* bearing 
from the Fort Lauderdale RBN. extending 
from the 7-mile radius area to 8 miles north¬ 
west of the RBN; within a 7-mlle radius of 
Homestead AFB (latitude 25*20*16" N.. longi¬ 
tude 80*23'10" W.); within 2 miles each side 
of the Homestead ILS localizer northeast 
course, extending from the 7-mlle radius area 
to 9 miles northeast of Homestead AFB; 


(Sec. 307(a). Federal Aviation Act of 1958; 
40 U.S C. 1348(a)) 

Issued in East Point, G&., on May* 15. 


1967. 


James G. Rogers, 
Director , Southern Region . 


southeast of the airport: and that air*pace 
extending upward from 1.200 feel above the 
surface within 5 miles southwest and 8 milea 
northeast of the lift* bearing from Denison 
Municipal Airport, extending from the air¬ 
port to 12 miles southeast of the airport. 

(Sec. 307(a). Federal Aviation Act of 1958; 49 
U.S.C. 1348) 


Issued in Kansas City. Mo., on May 10. 
1967. 


Daniel E. Barrow, 
Acting Director, Central Region . 


| PR. Doc. 67-5748; Filed. May 33. 1967; 
8:47 a.m.) 


(Airspace Docket No. 67-80*351 

part 71—designation of federal 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Designation of Transition Area 

On April 7, 1967, a notice of proposed 
rule making was published In the Federal 
Register (32 F.R. 5706) stating that the 
Federal Aviation Administration was 
considering an amendment to Port 71 of 
the Federal Aviation Regulations that 
would designate the OaLnesville. Ga„ 
transition area. 

Interested persons were afforded an 
opportunity to participate in the rule 
making through the submission of com¬ 
ments. All comments received were 
favorable. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations is 
amended, effective 0001 e.da.t., July 20. 
1967, as hereinafter set forth. 

In $ 71.181 <32 F.R 2148) the follow¬ 
ing transition area is added: 

Gainesville, Ga. 


| F.R Doc. 67-5747: Filed. May 23, 1967: 
8:46 A-m.] 


(Airspace Docket No. 67-CB-20J 

PART 71—DESIGNATION OF FEDERAL 
AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

Designation of Transition Area 


That airspace extending upward from 700 
feet above the lurface within a 6-mtle radius 
of the G&lneavUle Municipal Airport (lati¬ 
tude 34*16*23" N., longitude 83*49*45" W ); 
within 2 mtlc« each side of the 216* bearing 
from the Gainesville, Oa.. RBN (latitude 34*- 
16*29-99" N.. longitude 83*49*55 58" W.), ex¬ 
tending from the 6-mllc radius area to 8 
miles southwest of the RBN. 

<8cc. 307(a), Federal Aviation Act of 1058; 
49 UJ3.C. 1348(a)) 


On March 10.1967, a notice of proposed 
rule making was published in the Fed¬ 
eral Register (32 F.R. 3946) stating that 
the Federal Aviation Administration pro¬ 
posed to designate controlled airspace in 
the Denison. Iowa, terminal area. 

Interested persons were afforded an 
opportunity to participate In the rule 
making through submission of com¬ 
ments. The one comment received was 
favorable. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations is 
amended, effective 0001 e-ft.t., July 20. 
1967. as hereinafter set forth: 

In 5 71.181 (32 P R. 2148). the following 
transition area is added: 

Denison. Iowa 

That air*pace extending upward from 700 
feet above the surface within a 6-mile radius 
of the Denison. Iowa, Municipal Airport 
I latitude 41*59*15" N.. longitude 95*23 00" 
W i and WithUk 2 miles each tide of the lift* 
bearing from Denison Municipal Airport, ex¬ 
tending from the 6-mile radius area to 8 milea 


Issued in East Point, Ga. ( on May 15. 


1967. 


James O. Rogers. 

Director , Southern Region . 


| F.R. Doc. 67-5749; Filed, May 23. 1967; 
8:47 a m.| 


| Airspace Docket No. 67-CK-131 

PART 71—designation of federal 

AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

Alteration of Transition Areas 

On March 11, 1967, a notice of pro¬ 
posed rule making was published In the 
Federal Register (32 Fit. 3997) stating 
that the Federal Aviation Administra¬ 
tion proposed to alter controlled airspace 
in the Green Bay. Wls., and Oshkosh. 
Wls.. terminal areas. 

Interested persons were afforded an 
opportunity to participate in the rule 
making through submission of com¬ 


ments. The one comment received was 
favorable. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations u 
amended, effective 0001 ea.t., July 20 
1967, as hereinafter set forth: 

In g 71.181 (32 F.R. 2148), the follow¬ 
ing transition areas are amended to read 
Green Bat. Wis. 

That airspace extending upward from 700 
feet above the surface within a 6-mllc radln 
of Austin-Straubei Airport, Green Bay, Wli 
(latitude 44*29*15" N., longitude 88*07*46 
W.); within 2 miles each side of the Green 
Bay VORTAC 326* radial, extending from thr 
6-mlle radius area to 8 miles northwest of 
the VORTAC; and within 2 miles each side 
of the Green Bay ILS localizer southwev 
and northeast courses, extending from I 
miles southwest to 21 miles northeast of thr 
OM 

Oshkosh. Wis. 

That airspace extending upward from To; 
feet above the surface within an 8- mile 
radius of Winnebago County Airport 
Oshkosh. Wl* (latitude 43*59*20" N., long: 
tude 88*33*15** W ); within 8 mllee east arid 
6 miles west of the Oshkosh VOR 176 
radial, extending from the 8-mile radius area 
to 12 miles south of the VOR; within a 5- 
mlle radius of Fond du Lac County Airport 
Fond du Lac. Wis. (latitude 43*46*10" N 
longitude 88*29*30** W ): and within 5 miles 
south and 8 miles north of the 273* beannu 
from Fond du Lac County Airport, extendm. 
from the airport to 12 miles west of the air¬ 
port; and that airspace extending upwind 
from 1.200 feet above the surface bounded t*y 
a Une beginning nt latitude 44*36*00" N 
longitude 87*47*15** W.: thence to latliim 
44*36*00" N.. longitude 87*27*00" W; then 
to latitude 43*30*00" N.. longitude 87*27*00 
W.: thence to latitude 43*30*00" N . longittu 
88*30*00" W ; thence to latitude 43*40*40* N 
longitude 89*38*20" W.: thence north aim 
the east boundary of V-256 to latitude 
44*19*50" N.. longitude 89*29*00" W.; themr 
counterclockwlae via th© arc of a Ift-mlle 
radius circle centered on the 8tevens Point 
Wls . VOR to lAtltude 44 28*30" N.. longltuU* 
89*14*25" W.; thence to latitude 44*29*25" N 
longitude 88 35*00" W.: thence clockwise vl;t 
the arc of a 20-mile radius circle centered on 
the Oreen Bay VOR to the point of begin¬ 
ning. excluding the portion which ©veriirr, 
the Cecil, Wls.. transition area. 

(Sec. 307(a), Federal Aviation Act of 1958 
49 UB.C. 1348) 

Issued in Kansas City, Mo., on May a 
1967. 

Edward C. Marsh. 

Director , Central Region 

|FR Doc 67 5750; Filed. May 23. W'l 
6:47 am | 


(Airspace Docket No. 66-EA-51J 

PART 71—DESIGNATION OF FEDERAL 
AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

PART 75 — ESTABLISHMENT OF 
JET ROUTES 

Alteration of Federal Airway and 
Designation of Jet Routes 

On February 24, 1967. a notice of pro¬ 
posed rule making was published in the 
Federal Register (32 FH. 3228) stating 
that the Federal Aviation Agency 
considering extension of VOR Federal 
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airway No. 128 from Charleston. W. Va.. 
to Casanova. Va.. and designation of a 
new jet route between Charleston. W. Va.. 
and Herndon. Vo. 

Interested persons were afforded an 
opportunity to participate in the rule 
making through the submission of 
comments. All comments received were 

favorable. 

In consideration of the foregoing. 
Parts 71 and 75 of the Federal Aviation 
Regulations are amended, effective 0001 
es.t^ July 20. 1967, as hereinafter set 

forth. 

1. Section 71.123 <32 FR. 2009) is 
amended as follows: In V-128 "12 AOL 
Charleston. W. Va." is deleted and “12 
AGL Charleston. W. Va.: 12 AGL Cas¬ 
anova. Va." is substituted therefor. 

2. Section 75.100 <32 FJi. 2341) is 
amended by adding: 

Jrr Route No. 142 (Charleston, W. Va, to 
H nNooN, Va.) 

Prom Charleston. W. Va., via INT of 
Charleston 083* and Herndon. Va, 254* 
radial*: to Herndon. 

(See. 307(a). Federal Aviation Act of 1958; 
49 U.S.C. 1348) 

Issued In Washington, D.C., on May 
16, 1967. 

H. B. Helstrom, 

Chief . Airspace and Air 
Traffic Rules Division. 

[PR. Doc. 67-5745; Piled, May 23. 1967; 
8:48 am i 


Chapter II—Civil Aeronautics Board 

SUBCHAPTER A—ECONOMIC REGULATIONS 

(Reg ER-492] 

PART 241—UNIFORM SYSTEM OF 

ACCOUNTS AND REPORTS FOR 

CERTIFICATED AIR CARRIERS 

Group II Classification for Supple¬ 
mental Air Carriers 

Adopted by the Civil Aeronautics 
Board at its office in Washington, D.C., 
on the 5th day of May 1967. 

In EDRr-107 <Docket 18004), dated 
Bomber 23, 1966. and published at 31 
Pil. 16626. the Board gave notice that It 
h&d under consideration an amendment 
to Part 241 which would reclassify nine 
supplemental air carriers from the Group 
1 category to the Group n category for 
accounting and reporting purposes. The 
proposal was based on the fact that op¬ 
erating revenues of these supplemental 
carriers are now comparable to those of 
the Group n route air carriers, owing 
largely to charter services performed 
under contracts with the Military Airlift 
Command (MAC). 

Only two air carriers. Saturn Airways, 
luc., and Universal Airlines. Inc., 1 sub¬ 
mitted comments on the proposal. Both 
carriers objected to the reclassification, 
^rting that: (1) The additional re¬ 
porting requirements are unwarranted 
*nd will impose a costly and time-con- 
yjm\ng burden upon the reclassified 


Formerly Zimtop Air Transport. Inc. 


carriers: (2) a considerable growth In 
operating revenues alone is not a sound 
basis for imposing additional reporting 
requirements; and (3) the proposed ef¬ 
fective date of January 1, 1967. is un¬ 
realistic and cannot be complied with. 

Initially, wc must disagree with the 
assertion that a considerable Increase in 
operating revenue alone Is not a sound 
basis for imposing additional reporting 
requirements. Operating revenue Indi¬ 
cates the scope of operations and ac¬ 
counting capability, which were the orig¬ 
inal bases for classifying the route 
carriers into three accounting groups. 
The supplemental carriers were assigned 
to Group I because their revenues were 
comparable to those of the smallest car¬ 
riers. In fiscal 1966, however. Saturn 
received over $14 million and Universal 
received over $16 million in revenues 
from the Military Airlift Command 
<MAC) alone: fiscal 1967 MAC revenues 
are expected to be even greater. There is 
no doubt that these MAC contractors 
can no longer be classified among the 
“smallest" air carriers. The simplified 
accounts especially designed for small 
operations and revenues are no longer 
adequate for reporting the operating 
results of these carriers. 

We must also reject the assertion that 
the additional information will not as¬ 
sist the Board in Its rate-making func¬ 
tion. The Board has assumed the 
responsibility of fixing minimum rates 
for MAC charter services in order to 
stabilize this highly competitive market. 
The Board accordingly has a duty to be 
informed of current cast levels and rates 
of return so that It will be In a position 
to adjust rates if conditions and yields 
should change rapidly. The supplemental 
carriers have an important segment of 
the MAC market, and their refined cost 
data are necessary for a true picture of 
MAC costs. It is true that the additional 
data reported on schedules P-6 and P-7 
will not be the basis for a rate review. 
These data, however, will permit a con¬ 
tinuing evaluation of system costs in re¬ 
lation to those of other MAC contrac¬ 
tors. and are essential to a proper 
analysis of the allocations of such costs to 
MAC services. 

We have decided to adopt the regula¬ 
tion substantially as proposed except for 
the effective date. Therefore, the tenta¬ 
tive findings set forth in the explanatory 
statement to the proposed rule (EDRr- 
107, supra) are incorporated herein by 
reference and finalized. Although it 
would be advantageous to have the de¬ 
tailed expense data for the foil calendar 
year, we recognize that a retroactive date 
of January 1. 1967. would impose an ad¬ 
ditional accounting burden during the 
peak accounting season. The rule will be 
made effective July 1, 1967. to coincide 
with the beginning of the MAC contract 
year, thus allowing adequate time for the 
reclassified carriers to modify their ac¬ 
counting systems and develop allocation 
procedures. 

In consideration of the foregoing, the 
Board hereby amends Part 241 of the 
Economic Regulations (14 CFR Part 
241). effective July 1. 1967. as follows: 


1. Amend section 04. by dividing the 
supplemental air carriers into Group I 
and Group n, and by otherwise revising 
the list of certificated carriers to read: 

Section 04—Air Corner Groupings and 
Standard Name Abbreviations 

Group I Hour* Aim Carriers 


Nam* 


Abbreviation 


AerovUs Sud Americana. 
Inc. 

Alaska Coastal Airlines. 
Inc. 

Aspen Airways. Inc. 
Caribbean-Allan tic Air¬ 
lines, Inc. 

Chicago Helicopter Air¬ 
ways. Inc. 

Cordova Airlines. Inc. 
Kodiak Airways. Inc, 

I«os Angeles Airways. Inc. 
New York Airways. Inc. 
Northern Consolidated 
Airlines, Inc. 

Reeve Aleutian Airways. 
Inc. 

San Francisco A Oakland 
Helicopter Airlines. Inc. 
Western Alaska Airlines, 
Inc. 

Wien Alaska Airlines, Inc. 


Aero visa. 

Alaska Coastal. 

Aspen. 

Carlbolr. 

Chicago Helicop¬ 
ter. 

Cordova. 

Kodiak. 

IJi Airways. 

NY Airways. 
Northern Consol. 

Reeve. 

SPO Helicopter. 
Western Alaska. 
Wien. 


Group II Route Air Carriers 

Airlift International. Inc. Airlift. 

Allegheny Airlines, Inc. Allegheny. 

Aloha Airlines. Inc. Aloha. 

Bonanza Air Lines. Inc. Bonanza. 

Central Airlines. Inc. Central. 

Frontier Airlines, Inc. Frontier. 

Lake Central Airlines. Inc. Lake Central. 
North Central Airlines. North Central. 
Inc. 

Ozark Air Lines. Inc. Ozark. 

Pacific Air Lines. Inc. Pacific. 

Southern Airways. Inc. Southern. 

Trans Caribbean Airways. Trans Car. 

Inc. 

Trans-Texas Airways, Inc. Trans-Texas. 
West Coast Airlines. Inc. West Coast. 

Group HI Route Am Cajlrxess 


Alaska Airlines. Inc. 
American Airlines, Inc, 
BrnnlfT Airways. Inc. 
Continental Air Lines. 
Inc. 

Delta Air Lines, Inc. 
Eastern Air Lines. Inc. 
The Flying Tiger Line. 
Inc. 

Hawaiian Airlines, Inc. 
Mohawk Airlines. Inc. 
National Airlines, Inc. 
Northeast Airlines. Inc. 
Northwest Airlines. Inc. 
Pacific Northern Airlines, 
Inc. 

Pan American World Alr- 
wayi, Inc. 

Piedmont Aviation, Inc. 
Seaboard World Airlines, 
Inc. 

Slick Corp. 

Trans World Airlines, 

Inc. 

United Air Lines, Inc. 
Western Air Lines. Inc. 


Alaska. 

American, 

Bran Iff. 
Continental. 

Delta. 

Eastern. 

Flying Tiger. 

Hawaiian. 

Mohawk. 

National. 

Northeast. 

Northwest. 

Pacific Northern. 

P.\n American. 

Piedmont. 

Seaboard. 

Slick. 

Trans World. 

United. 

Western. 


Group I Supplemental Am Carriers 

Johnson Flying Service, Johnson. 

Inc. 

Purdue Aeronautics Corp. Purdue. 
Standard Airways. Inc. Standard. 
Vance International Air- Vance, 
ways, Inc. 
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Ottotrp II Sum^JkirNTAL Am Cakaiehs 
American Flyers Airline American Flyers. 
Corp, 

Capitol International Air- Capitol, 
ways, Inc. 

Modern Air Transport, Modern. 

Inc. 

Overseas National Air- Overseas 
ways. Inc. National. 

Saturn Airways. Inc. 8atum. 

Southern Air Transport. Southern Air 
Inc. Transp. 

Tram International Air- Tran* Interna- 
lines Corp tlonal. 

Universal Airlines, Inc. Universal. 

World Airway*. Inc. World. 

2. Amended paragraph (h) of section 
31 by revising the list of supplemental 
air carriers to read: 

Supplemental Aim Cajuuci Reporting 
Entities 

American Flyers Airline Corp. 


<b> Each supplemental air carrier 
shall file the schedules of the CAB Form 
41 reports with the Civil Aeronautics 
Board in accordance with the above in¬ 
structions, except that the time for filing 
B and P report schedules for the final 
quarter of each calendar year may be 
extended to 90 days following the year’s 
end provided that preliminary sched¬ 
ules B-l, P-1.1 or P-1.2, and P-3.1 are 
submitted within the standard prescribed 
40-day filing period. At the request of 
a supplemental air carrier, and upon a 
showing by such air carrier that public 
disclosure of its preliminary yearend re¬ 
port would adversely affect its Interests 
and would not be in the public interest, 
the Board will withhold such preliminary 
yearend report from public disclosure 
until such time as (1) the final report 
is filed, (2) the final report is due. or 
(3) information covered by the prelim¬ 
inary report is publicly released by the 
carrier concerned, whichever first occurs. 
• • • • • 

4. Amend section 34—Profit and Loss 
Elements, as follow’s: 

A. Amend the title and paragraph (a) 
of schedule P-1.1 to read: 


Capital International Airway*. Inc. 

Johnoon Flying Service. Inc. 

Modern Air Transport, Inc. 

Overacaa National Airways, Inc. 

Purdue Aeronautics Oorp. 

8a turn Airways. Inc. 

Southern Air Transport, Inc. 

Standard Airways, Inc. 

Trans International Airlines Corp. 

Universal Airlines. Inc. 

Vance International Airways. Inc. 

World Airways, Inc. 

3. Amend section 32 by inserting 
schedules B-10. P-1.2. P-4. P-5.2, and 
P-7 in the Ust of schedules in paragraph 
(a) and by revising paragraph <b>. to 
read as follows: 

Section 32—General Reporting 
Instructions 

(a) • • • 


Schedules P-1.1 and P-1.2—Income 
Sfafemenf 

<a) Schedule P-1.1 shall be filed by 
each Group 1 supplemental air carrier 
and schedule P-1.2 shall be filed by each 
Group n supplemental air carrier. 

• • • • • 

B. Amend paragraphs <c) and <d> of 
schedule P-3.1 to read: 

Schedule P-3.1—Transport Revenues 

• • • • • 

(c) Revenues reported shall reflect 
the aggregate revenue from each in¬ 
dicated class of traffic. In the case of 
military contracts, type of service shall 
be reported under the appropriate ob¬ 
jective account. Abbreviations may be 
used in reflecting type of service, such as 
CAMs (Commercial Air Movements), 
CAFs (Commercial Air Freight Move¬ 
ments), MAC-FC (Military Airlift Com¬ 
mand Fixed Contracts), MAC-CC (Mili¬ 
tary Airlift Command Call Contracts). 
The type of aircraft shall also be reported 
for each type of service, e.g„ CAMs— 
DC-4. Type of service would also include 


maintenance, equipment modification, 
personnel training, etc. 

<d> The sum of the subdivisions of 
each objective account reported in thi* 
schedule shall agree with the correspond¬ 
ing amounts reported in schedule P-1— 
Income Statement, 

C. Amend the title and paragraphs (a) 
and (I) of schedule P-5.1 to read: 

Schedules P-5.1 and PS2—Aircraft 
Operating Expenses 

(a) Schedule P-5.1 shall be filed by 
each Group I supplemental air carrh 
and schedule P-5.2 shall be filed by each 
Group n supplemental air carrier. 


<i) The total of function 5100 Flying 
Operations reported on this schedule 
shall agree with corresponding amounts 
reported on schedule P-1, and the total 
of item 5278 Total Direct Maintenanct - 
Flight Equipment shall agree with the 
corresponding amount reported in sched¬ 
ule P-6. 

D. Amend schedule P-6 by revising 
paragraph <c>; redesignating paragraphs 

(d) and <e> as paragraphs (e) and <f). 
respectively; Inserting new paragraph 
(d) after paragraph (c>; and amendln 
redesignated paragraph (f). to read a? 
follows: 

Schedule P-6 — Maintenance. Passenger 
Service, and General Services and Ad¬ 
ministration Expense Functions 


<c) Group I supplemental air earners 
shall report the Indicated data for ail 
items except function 5500 Passenger 
Service. 

(d) Group II supplemental air carriers 
shall report the indicated data for all 
Items except function 6900 General Serv ¬ 
ices and Administration. 

(e) Items 79.6 Applied Maintenan - 
Burden—• • • 

(f) The sum of the totals of subfunc¬ 
tions 5200 Direct Maintenance and 5300 
Maintenance Burden shall agree with the 
corresponding amount reported in func¬ 
tion 5400 on schedule P-1. The total of 
function 6900 General Services and Ad¬ 
ministration reported in this schedule by 
Group I supplemental air carriers shall 
agree with the corresponding amount re¬ 
ported on Schedule P-1. 

E. Add the text for new' schedule P-7 
immediately following schedule P-6 to 
read: 

Schedule P-7—Aircraft and Traffic 

Servicing. Promotion and Sales . and 

General and Administrative Expense 

Functions 

< a > This schedule shall be filed by each 
Group II supplemental air carrier. 

tb> The schedule shall be filed for 
quarterly data only. The caption "Op 
eration'* at the head of each column 
not applicable to supplemental air 
carriers. 

<c) Supplemental air carriers shall re¬ 
port the indicated data for all item; 
except subfunction 6100 Aircraft Servic¬ 
ing. 


FcMufc 

No. 


n-s... 

IMO.. 
B-ll.. 



Property and Equipment Retired ..— . . 

Developmental and prwpermltnx Cents..- 

Current and Loot-Term Receivable*; Current and Ltmg.Tenu 
Payable*. 


Income StntnuetU—Group I Air Carrier* . ..— -*-*- 

Inronwi Statement—droop II *ml Group III Air ( «rrJcn . 

Note* to Income Statement...,—.—...— 

Transport Revenue* ------- 

Incidental Revenue* - Net; K*|»Un*tlan of Special Items; Ktpla. 
tuition of Deterred Federal Income Tat Adjustments. Dividend* 
Declared and Retained Eaminfs Adjustment*. 

Aircraft Operating Kxpeiuet-Oruitp I Air Carrier*........... 

Aircraft Operation Kxjwuet-Owup II *nd Group III Air Car¬ 
rier*. 

Maintenance. Paesnnxcr Service, and Oenetal Servkvj and Admin¬ 
istration F.sprttse Function*. 

Aircraft and Traffic ServWn*. Promotion ami Pate*, and General 
and Administrative Ripen** Fund loo*-Group II and Group 
111 AlrCoirW*. 

Interim Income Statement .....- 


Filing 


Frequency 

Postmark 

interval 

(day*) 

• • • 

m • • 

.....do. 

40 

.do..... 

40 

Monthly__ 

30 

• • • 

• « • 

Qunrtcrly..^.^,^. 

40 

.... .do ............ 

40 

..—do. 

40 

.....do—.......... 

40 

-do-......... 

40 

, _, (111 

40 

.do- 

40 

.do.. 

40 


40 

Monthly.***. 

30 

• • • 

• it 
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«d) The total of each functional ex¬ 
pense classification reported in this 
rhedulc shall agree with the correspond¬ 
ing amount reported on schedule P-1. 

iSec*. 204(a). 407. Federal Aviation Act of 
1956. a* amended. 72 SUt. 743. 70S; 42 Ufl.C. 

1324.1377) 

Not*: The reporting requirements con¬ 
tained herein have been approved by the 
Bureau of the Budget In accordance with the 
Federal He porta Act of 1242. 

By the Civil Aeronautics Board. 

I seal! Harold R. Sanderson. 

Secretary. 

[FR. Doc. 07-5751; Filed. May 23. 1907; 
8:47 am.] 


Title 15—COMMERCE AND 
FOREIGN TRADE 

Chapter II—National Bureau of Stand¬ 
ards, Department of Commerce 

SUSCHAPTtt 8— STANOAfO REFERENCE 
MATERIALS 

PART 230—STANDARD REFERENCE 
MATERIALS 

Subpart D—Standards of Certified 
Properties and Purity 

Standard Rubbers and Rubber Com¬ 
pounding Materials 

Under the provisions of 15 UB.C. 275a 
and 277, the following amendment relat¬ 
ing to standard reference materials ls- 
>ucd by the National Bureau of Stand¬ 
ards is effective upon publication In the 
Federal Register. 

The amendment revises $ 230.8-6. 
Standard rubbers and rubber compound- 
trig materials , to (1) renew and change 
the price of standard reference mate¬ 
rial 388c, and renumber the material 
388d, and (2) add standard reference 
material 390. Accordingly. 5 230.8-6 is 
revised to read: 


- 230 . 8-6 Standard rubber* and rubber 
compounding material*. 


• 

(a) 

• • 

Standard rubbers. 

• 

• 

N<*. 

Kind 

Approat 
■ Hi 
woifht la 
grama 

Prtca 

• • • 

_ 

m _3 

• • • 

Nntyl__ 

Huryl (Moocury vtoootlty 

• • • 

27.000 
27, m 

• • • 

tim.no 
DA 00 

• 

• • 

• 

• 


8. 31 St&L 1450. a a amended; 15 US O. 
377. Interprets or applies 8©c. 7, 70 SUt. 959; 
15 US C. 275a) 


Dated: May 15. 1967. 

A. V. Astin. 
Director. 

I FR - Doc - 87-5728; Filed. May 23. 1967; 
8:45 ajrnJ 


Title 17—COMMODITY AND 
SECURITIES EXCHANGES 

Chapter I—Commodity Exchange Au¬ 
thority (Including Commodity Ex¬ 
change Commission), Department 
of Agriculture 

PART 1—GENERAL REGULATIONS 
UNDER THE COMMODITY EX¬ 
CHANGE ACT 

Definition of Floor Trader and Record 
Keeping 

Ou January 28. 1967. there was pub¬ 
lished in the Federal Register (32 F.R. 
1042) a notice of proposed amendments 
of 55 1.3 and 1.35 of the general regula¬ 
tions (17 CFR 1.3, 1.35) under the Com¬ 
modity Exchange Act (7 UB.C. 1 et seq.) 
with respect to records of cash com¬ 
modity and futures transactions. Inter¬ 
ested persons were afforded opportunity 
to submit written datA, views, or argu¬ 
ments on the proposal. 

Prior to the publication of the notice 
on January 28. 1967, conferences were 
held with officials and members of all 
of the exchanges which would be affected 
by the proposed changes. At these con¬ 
ferences, tentative proposed record¬ 
keeping requirements were discussed in 
detail in order that the Commodity Ex¬ 
change Authority might have the benefit 
of the experience and views of the ex¬ 
changes, and that the requirements 
might be kc;?t to a reasonable minimum. 
As a result of the discussions held with 
the exchanges, several changes were 
made In the tentative requirements origi¬ 
nally presented to them. 

Written data, views, and arguments 
received pursuant to the notice of pro¬ 
posed rule making were carefully re¬ 
viewed. and it was determined to provide 
further opportunity for the presentation 
of views in an oral hearing. Such a hear¬ 
ing was held on March 28. 1967. at which 
time the need for the amendments was 
explained by the Commodity Exchange 
Authority In a statement which appears 
in the transcribed record of that hearing. 
Oral statements made at the hearing and 
written submissions filed at that time 
were carefully considered. Pursuant to 
these comments one additional change 
was made in the proposed amendments, 
consisting of the addition of the paren¬ 
thetic statement which appears at the 
end of 5 1.35(d). 

After due consideration of all com¬ 
ments submitted pursuant to the notice 
of proposed rule making or at the hear¬ 
ing and other information available to 
the Department of Agriculture, it is 
hereby found that the amendments of 
55 1.3 and 1.35 set forth herein are rea¬ 
sonably necessary to effectuate the pro¬ 
visions and accomplish the purposes of 
the Commodity Exchange Act. The vol¬ 
ume of futures trading in regulated 
commodities has increased tremendously 
and is expected to continue at very high 


levels. The Commodity Exchange Au¬ 
thority must adopt electronic data proc¬ 
essing equipment and techniques to cope 
with this volume of trading and enable 
the Authority properly to enforce pro¬ 
visions of the Commodity Exchange Act. 
In order for electronic data processing 
to be effectively used by the Authority, 
it is necessary that members of contract 
markets and the contract markets them¬ 
selves maintain more uniform and more 
centrally available records. The revisions 
of 55 1-3 and 1.35 will achieve these re¬ 
sults. and they are necessary to improve 
the Authority’s ability to detect Illegal 
trading practices which are detrimental 
to market users and the general public. 

Therefore, pursuant to the Provisions 
of the Commodity Exchange Act. said 
55 1.3 and 1.35 are hereby amended as 
follows: 

(1) Section 1.3 is amended by adding 
at the end thereof a new paragraph (x) 
reading as follows: 

§ 1.3 Definitions. 

• • • • • 

(x) Floor trader. A member of a con¬ 
tract market who. on the exchange floor, 
executes a futures trade for his own ac¬ 
count or an account controlled by him, 
or has such a trade made for him. 

(2) Section 1.35 is amended to read as 
follows: 

§ 1.35 Records of ca*h commodity nvul 

future- transactions. 

(a) Futures commission merchants 
and members of contract markets: 
Each futures commission merchant and 
each member of a contract market shall 
keep full, complete, and systematic rec¬ 
ords, together with all pertinent data 
and memoranda, of all transactions re¬ 
lating to his business of dealing in com¬ 
modity futures and cash commodities. 
He shall retain the required records, 
data, and memoranda In accordance 
with the requirements of 5 1.31, and 
shall produce them for inspection and 
shall furnish true and correct infor¬ 
mation and reports as to the contents 
or the meaning thereof, when and as 
requested by any authorized representa¬ 
tive of the U.S. Department of Agricul¬ 
ture or the U.S. Department of Justice. 
Included among such records shall be 
all orders »filled, unfilled, or canceled), 
trading cards, signature cards, street 
books. Journals, ledgers, canceled checks, 
copies of confirmations, copies of state¬ 
ments of purchase and sale and all other 
records, data, and memoranda which 
have been prepared in the course of his 
business of dealing in commodity fu¬ 
tures and cash commodities. 

<b) Futures commission merchants 
and clearing members of contract mar¬ 
kets: Each futures commission mer¬ 
chant and each clearing member of a 
contract market shall, as a minimum 
requirement, prepare regularly and 
promptly, and keep systematically and 
in permanent form, the following: 

(1) A financial ledger record which 
will show separately for each customer 
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&U charges against and credits to such 
customer’s account, Including but not 
limited to funds or securities deposited, 
withdrawn, or transferred, and charges 
or credits resulting from losses or gains 
on closed transactions: 

<2> A record of transactions which 
will show separately for each account 
(including house accounts) all com¬ 
modity futures transactions executed for 
such account, including the date, price, 
Quantity, market, commodity, and future; 
and 

(3) A record or Journal which will 
show separately for each business day 
complete details of all commodity futures 
transactions executed on that day. in¬ 
cluding the date, price. Quantity, mar¬ 
ket, commodity, future, and the person 
for whom such transaction was made. 

(c) Clearing members of contract 
markets: In the daily record or Journal 
required to be kept under paragraph 
(b) (3) of this section, each cleadng 
member of a contract market shall also 
show the floor broker or floor trader 
executing each transaction, the opposite 
floor broker or floor trader, and the op¬ 
posite clearing member with whom it 
was made. 

(d> Members of contract markets: 
Each member of a contract market 
who, in the place provided by the con¬ 
tract market for the meeting of persons 
similarly engaged, executes purchases or 
sales of any commodity for future deliv¬ 
ery on or subject to the rules of such con¬ 
tract market, shall prepare regularly and 
promptly a trading card or other record 
showing such purchases and sales. 
Such trading card or record shall show 
his own name, the name of the member 
Arm clearing the trade, the date, price, 
quantity, commodity and future, and 
shall clearly Identify the opposite floor 
broker or floor trader with whom such 
transaction was executed, and the op¬ 
posite clearing member <if, in accordance 
with the rules or practice of the contract 
market such opposite clearing member is 
made known to him). 

<e) Contract markets: Each con¬ 
tract market shall maintain or cause to 
be maintained by its clearing organiza¬ 
tion a record which shall show for each 
futures trade: The date, commodity, fu¬ 
ture. quantity, price, floor broker or floor 
trader buying, clearing member buying, 
floor broker or floor trader selling, clear¬ 
ing member selling, and a symbol indi¬ 
cating the customer type. The customer 
type indicator shall show whether the 
person executing the trade: 

(1) Was trading for his own account 
or an account which he controlled; 

(2) Was trading for his clearing mem¬ 
ber’s house account; 

(3) Was trading for another member 
present on the exchange floor, or an ac¬ 
count controlled by such other member; 
or 

(4) Was trading for any other type of 
customer. 


RULES AND REGULATIONS 

The record required by this paragraph 
(e) shall show, by appropriate and uni¬ 
form symbols, exchanges of futures for 
cash, transfer trades, and trades cleared 
on dates other than the date of execu¬ 
tion. 

(f) Each contract market shall pro¬ 
vide for the identifleation of floor 
brokers, floor traders, and clearing mem¬ 
bers. in the records required to be kept 
under paragraphs (c). <d>, and (e) of 
this section, by the use of a distinctive, 
nonvariable designation for each such 
floor broker, floor trader, and clearing 
member. 

(Sec. 4g, 49 Stat. 1496; sec. 5(b). 42 Stat. 
1000. as Amended; »ec 8*(5), 49 Stat. 1500. 
as amended; 7 UB.C. 6g. 7(b), 12a(5); 29 
F.R 16210. a m amended) 

The amendments set forth above are 
the same as those proposed in the notice 
of rule making, except for changes made 
pursuant to comments received in the 
rule making proceedings or for clarity. 
The principal clarifying change is the 
addition of paragraph (f) in 9 1.35. It 
does not appear that further rule making 
procedure on these changes would make 
additional Information available to the 
Department. Therefore, under the ad¬ 
ministrative procedure provisions in 5 
U.8.C. 553. it is found upon good cause 
that further notice and public procedure 
with respect to the amendments are im¬ 
practicable and unnecessary. 

The recordkeeping requirements con¬ 
tained herein have been approved by the 
Bureau of the Budget in accordance with 
the Federal Reports Act of 1942. 

The amendments shall become effec¬ 
tive on July 1. 1967. 

Done at Washington. D.C., this 18th 
day of May. 1967. 

George L. Mf.hken, 
Assistant Secretary. 

|FJt. Doc. 67-5775; Filed. May 23. 1967; 

8:49 am.) 

Title 29—LABOR 

Subtitle A—Office of the Secretary of 
Labor 

PART 60—IMMIGRATION; AVAIL¬ 
ABILITY OF, AND ADVERSE EFFECT 

UPON, AMERICAN WORKERS 

Correction of CFR 

In the revision of Title 29. Parts 0 to 
499, revised as of January 1, 1967. the 
text of 9 60.2(a)(2) which was inad¬ 
vertently omitted, reads as follows: 

§ 60.2 fortification nnd nonrrrtifiratiun 
aclied tile*. 

(a) Determination. • • • 

(2) For the categories of employment 
described in Schedule B, the determina¬ 
tion and certification required by section 
212(a) (14) cannot now* be made. 


Title 33—NAVIGATION AND 
NAVIGABLE WATERS 

Chapter II—Corps of Engineers, 
Department of the Army 

PART 204—DANGER ZONE 
REGULATIONS 

San Pablo Bay, Calif. 

Pursuant to the provisions of section 7 
of the River and Harbor Act of August a, 
1917 (40 Stat. 266 ; 33 U.S.C. 1). f 204 216 
establishing and governing the use and 
navigation of a danger zone in San Pablo 
Bay, Calif., is hereby amended with re¬ 
spect to ’’Note” at the end of paragraph 
(a) to extend the period of use. a 
follows: 

§ 204.216 Sad Pablo Hay, Calif, j aim- 
ncry range, U^S, Naval School* Com¬ 
mand, Man? Inland, Vallejo. 

(a) The danger zone. • • • 

Note: The danger rone shall be uaed until 
June 2. 1968. after which it shall be «ubjer* 
to review to determine the further n«ea 
thereof. 


IRega. May 4. 1067. 1507-32 (San Pablo Bay 
Calif.)-ENOCW-ON1 (Sec. 7. 40 8Ut 266, 33 
US.C, 1) 

Kenneth O. Wickham. 

Major General , UJS. Army , 

The Adjutant General 

|FJt. Doc. 67-5727; Filed. May 23. 19<T 
8:45 am.) 


Title 36—PARKS, FORESTS, 
AND MEMORIALS 

Chapter I — National Park Service, 
Department of the Interior 

PART 7—SPECIAL REGULATIONS RE- 

LATING TO PARKS AND MONU¬ 
MENTS 

Fishing in Yellowstone National 
Park, Wyo. 

Notice is hereby given that pursuant to 
the authority contained in section 3 of 
the Act of August 25. 1916 (39 Stat. 535, 
16 U.S.C. 3). 245 DM-1 (27 F.R. 6395 
National Park Service Order No. 34 ( 3 : 
Pit. 4255), Regional Director. Mldwe t 
Region Order No. 4 (31 F.R. 5769). a< 
amended, § 7.13 of Title 36. Code of Fed¬ 
eral Regulations is amended as set forth 
below. The purpose of this amendment is 
to extend the open season date of fishin 
and to define and clarify fishing regula¬ 
tions with respect to existing catch ami 
possession limits, and to provide for the 
closing of streams to fishing when re¬ 
search programs are in progress. 

It has been determined that public 
comment on these amendments Lb Im¬ 
practical, unnecessary, and contrary to 
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the public Interest, since these amend¬ 
ments will relax a restriction upon the 
public and authorize fishing at an earlier 
date than was previously In effect; will 
clarify for the public during this fishing 
season the limits on catch and In posses¬ 
sion: and will provide authority for the 
Superintendent to adequately manage 
fisheries research projects which are be¬ 
ing conducted within the park and which 
require protection during this fishing 
season. In order that the public may have 
the benefits of the extended fishing sea¬ 
son. and the clarification of the catch 
and possession limits as soon as possible 
and so that fisheries research programs 
within the park will not be Jeopardized 
during this fishing season, these amend¬ 
ments shall take effect Immediately upon 
their publication In the Federal Regis¬ 
ter. 

Subparagraphs (1), (2) (11), and *5) 
of paragraph <e> of $ 7.13 are amended 
to read as follows: 


RULES AND REGULATIONS 

§ 7.13 YdloHMonr National Park. 

• • • m • 

(e) FishinQ —(1) Open season. Ex¬ 
cept as otherwise provided, the open sea¬ 
son for fishing In the waters of the park 
shall be from sunrise on May 28 to sun¬ 
set on October 31. 

(2) Limited open season. • • • 

(11) All streams emptying into Yellow¬ 
stone Lake arc open to fishing from sun¬ 
rise on July 15 to sunset on October 31, 
except those streams which may be closed 
by the Superintendent during periods 
when active research programs arc In 
progress. Notice of closure of such 
streams will be made by the posting of 
official signs. For fishing purposes, signs 
and buoys within 100 yards of the stream 
outlets or inlets on Yellowstone Lake 
shall define these stream waters from 
the lake waters. 


(5) Catch and possession limits. (1) 
The dally catch limit of trout and gray¬ 
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ling shall bo a total of five (5) fish per 
person fishing of which no more than 
three (3) may be taken from Yellowstone 
Lake and Its tributaries or from Yellow¬ 
stone River and Its tributaries above the 
Upper Falls at Canyon. A person must 
cease fishing immediately upon filling his 
catch limit. 

(11) The number of trout or grayling 
which may be possessed by any person 
during any day shall not exceed five (5). 
The possession limit shall apply to all 
non-commcrlally processed trout and 
grayling which are In possession of a 
person. 

• • • • • 

(5 UJ3.C. 553: 39 Slat. 535; 18 US C 3) 

John S. McLaughlin, 
Superintendent, 
Yellowstone National Park. 

|P.R. Doc. 67-5738: Filed. May 23. 1987; 
8:45 am.| 
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Proposed Rule Making 


DEPARTMENT OF AGRICULTURE 

Consumer ond Marketing Service 
[ 7 CFR Part 1004 1 

MILK IN DELAWARE VALLEY 
MARKETING AREA 

Notice of Proposed Suspension of 

Certain Provisions of the Order 

Notice Is hereby given that, pursuant 
to the provisions of the Agricultural 
Marketing Agreement Act of 1937. as 
amended (7 UJ3.C. 601 et seq.), the sus¬ 
pension of certain provisions of the order 
regulating the handling of milk in the 
Delaware Valley marketing area is being 
considered for the period after May 31, 
1967. 

The provisions proposed to be sus¬ 
pended are: (1) In the introductory 
paragraph of $ 1004.15. the provision "or 
an other order plant”, <2) In subpara¬ 
graph (d> of 9 1004 15 the provision “ex¬ 
cept that, for the purpose of applying 
location adjustments pursuant to 
99 1004.52 and 1004.82 milk which Is di¬ 
verted from a pool plant to a plant at 
which a greater location adjustment 
credit is applicable shall be priced at the 
latter location." 

These suspensions would be applicable 
to the Delaware Valley order as amended 
effective June 1, 1967. A major coopera¬ 
tive in the market requested suspension 
action on the basis that such provisions 
will Impede the efficient handling of re¬ 
serve milk supplies pending considera¬ 
tion at a public hearing of proposed 
modifications of the provisions to better 
accommodate the existing market situa¬ 
tion. 

Because most Federal orders determine 
producer status on the basis of receipt of 
milk directly from the farm at a pool 
plant, no provision was made in the Dela¬ 
ware Valley order for diversions to an 
other order plant. One of the primary 
outlets used by the cooperative for the 
disposition of reserve milk is a pool plant 
under another Federal order. However, 
under the terms of such other order such 
milk cannot acquire producer status un¬ 
der that order. Accordingly, milk di¬ 
verted by the cooperative to such other 
order plant would not hold producer 
status under either order. The requested 
suspension would permit retention of 
producer status under the Delaware 
Valley order. 

With respect to the point of pricing of 
diverted milk, the provision was Intended 
to deter the association of milk with the 
pool which was Intended solely for 
manufacturing uses and to Insure that 
the pool could not subsidize transporta¬ 
tion costs which are not Incurred. Gen¬ 


erally. it can be presumed that milk 
not needed for fluid use could be moved 
to nearby manufacturing plants in the 
country at substantial transportation 
savings. However, the cooperative con¬ 
tends that the outlets for a large share 
of the reserve milk supplies associated 
with the Delaware Valley market are so 
located that there is. in fact, no signifi¬ 
cant savings on transportation charges 
on milk diverted to such outlets. There¬ 
fore. they contend that pricing diverted 
milk at the plant of physical receipt Im¬ 
poses a significant burden on the Indi¬ 
vidual producers involved. 

All persons who desire to submit 
written data, views, or arguments in con¬ 
nection with the proposed suspension 
should file the same with the Hearing 
Clerk. Room 112-A. Administration 
Building. U.S. Department of Agricul¬ 
ture. Washington, D.C. 20250. not later 
than 3 days from the date of publica¬ 
tion of this notice In the Federal 
Register. All documents filed should be 
In quadruplicate. 

All written submissions made pursuant 
to this notice will be made available for 
public inspection at the office of the 
Hearing Clerk during regular business 
hours <7 CFR 1.27(b)). 

8igned at Washington, D.C., on May 
22.1967. 

Clarence H. Girard. 

Deputy Administrator , 
Regulatory Programs. 

| PR. Doc 67-5820; Plied. May 23. 1967; 

8:49 a m.| 

C 7 CFR Ports 1012, 1013 1 

(Docket Noe. AO 347-46. A0 286-A13| 

MILK IN TAMPA BAY AND SOUTH- 

EASTERN FLORIDA MARKETING 

AREAS 

Emergency Decision on Proposed 

Amendments to Tentative Market¬ 
ing Agreement and to Order 

Pursuant to the provisions of the Agri¬ 
cultural Marketing Agreement Act of 
1937, as amended (7 U8.C. 601 et seq.), 
and the applicable rules of practice and 
procedure, governing the formulation of 
marketing agreements and marketing 
orders (7 CFR Part 900), a public hear¬ 
ing was held at Tampa and Miami, Fla., 
on April 28, and May 1, 1967. pursuant 
to notices thereof Issued on March 15, 
1967 (32 F.R. 4313) and on March 28. 
1967 (32F.R. 5472). 

The material issues on the record of 
the hearing relate to; 

1. The Class I price; 

2. Shrinkage allowance for producer 
milk; 

3. Classification of milk moved to non¬ 
pool plants; and 


4. Need for emergency action on 
Issue 3. 

Tills decision deals with Issues 3 and 4 
Issues 1 and 2 will be dealt with In a later 
decision. 

Findings and conclusions. The follow¬ 
ing findings and conclusions on the ma¬ 
terial issues are based on evidence pre¬ 
sented at the hearing and the record 
thereof; 

3. Classification of milk moved to ncm- 
pool plants. The Southeastern Florida 
order should, under specified conditions, 
allow a Class IV classification of bulk 
milk moved to nonpool plants. 

Presently, fluid milk products tmr:-- 
ferred or diverted in bulk from a pool 
plant to a nonpooi plant located within 
500 miles of West Palm Beach (except 
an other order plant or a producer-han¬ 
dler plant) may be classified as Cln.v 11 
or Class IH milk. Such classification u 
allowed if there is sufficient utilization 
in these classes at the nonpool plant after 
the assignment of the plant's Clas> I 
utilization to its receipts. 

Independent Dairy Farmers' Assoc.- 
tion proposed that the present provisions 
be changed to allow Class IV classifyLi¬ 
tton as well as Class n or Class HI classi¬ 
fication on bulk milk moved to nonpol 
plants. The association claims that the 
Class IV classification and pricing w'ould 
be more commensurate with the salva -e 
value of unneeded producer milk that 
must be moved to nonpool plants for dis¬ 
posal. The association, which represents 
about three-fourths of the producer milk 
supply in the market, assumes the 
function of disposing of the milk In the 
market that is not needed by handlers. 

Milk not needed in the market for 
Class I use is generally processed into 
Class II products such as cream items 
buttermilk, and chocolate drink and into 
Class HI products such as cottage Cheese 
and frozen desserts. Facilities for manu¬ 
facturing storable products such as but¬ 
ter, nonfat dry milk, and hard cheeses 
are not available in the market or within 
a reasonable distance from the markrt. 
Thus, it is often difficult to find an outlet 
for any remaining producer milk. Han¬ 
dlers have accommodated producers by 
separating the milk for the purpose of 
salvaging the butterfat, with the skun 
milk portion being dumped or used as 
livestock feed. Milk handled in this man¬ 
ner at a pool plant is classified as Cla>s 
IV milk. 

The Class IV price reflects only the 
value of the butterfat contained In the 
milk. No value is returned to producers 
for the skim milk portion. In March 1967. 
for example, the Class IV price was $3.05 
per hundredweight on a 3.5 percent but¬ 
terfat basis. The Class III price that 
month was $4.16. 

The separation capacity at pool plants 
is no longer sufficient to take care of tire 
Class IV milk that must be handled. The 
handler who had been separating up to 
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40 percent of the market's Class IV milk 
has relocated his pool plant and Is no 
longer In a position to handle Class IV 
milk. The cooperative association con¬ 
templates moving excess producer milk 
to a nonpool plant In Miami, the only 
such facility available locally with ade¬ 
quate separating capacity to handle Class 
IV milk. The lowest classification pres¬ 
ently allowed under the order on milk 
moved to nonpool plants is Class HI. 

The order should be changed to allow 
a Class IV classification on such milk, as 
producers proposed. There is no economic 
reason for differentiating between pool 
plants and nonpool plants In the classi¬ 
fication of milk of which only the but- 
terfat portion has any returnable value. 
Adoption of the proposal will result in 
more equitable classified pricing for 
handlers on any surplus milk which they 
must dispose of to nonpool plants. 

4. Need for emergency action on Is - 
sue 3. The due and timely execution of 
the functions of the Secretary under the 
Act imperatively and unavoidably re¬ 
quires the omission of a recommended 
decision and opportunity for filing ex¬ 
ceptions thereto 

The proposed amendments must be 
made effective by June 1 if they are to 
have any practical application in 1967. 
Milk supplies relative to fluid sales under 
the Southeastern Florida order are cus¬ 
tomarily the highest in June. Consider¬ 
ably more milk is disposed of in Class IV 
in June than In the other months. In 
1966. Class IV utilization in June was 72 
jK-rcent of the total Class IV utilization 
for the year. 

It Ls therefore found that good cause 
exists for omission of the recommended 
decision and the opportunity for filing 
exceptions thereto. 

Rulings on proposed findings and con¬ 
clusions. A brief and proposed findings 
and conclusions were filed on behalf of 
an interested party. The brief, proposed 
findings and conclusions and the evi¬ 
dence in the record were considered in 
making the findings and conclusions set 
forth above. TO the extent that the sug¬ 
gested findings and conclusions filed by 
the interested party are Inconsistent with 
the findings and conclusions set forth 
herein, the requests to make such find¬ 
ings or to reach such conclusions arc de¬ 
nied for the reasons previously stated in 
this decision. 

General findings . The findings and de¬ 
terminations hereinafter set forth are 
supplementary and In addition to the 
findings and determinations previously 
made lp connection with the issuance of 
the aforesaid order and of the previously 
issued amendments thereto; and all of 
Raid previous findings and determina¬ 
tions are hereby ratified and affirmed, 
except Insofar as such findings and de¬ 
terminations may be in conflict with the 
findings and determinations set forth 
herein. 

<a> The tentative marketing agree¬ 
ment and the order as hereby proposed 
to be amended, and all of the terms and 
conditions thereof will tend to effectu- 
policy of the Act; 

<0) The parity prices of milk, as de- 
-ermlned pursuant to section 2 of the 


PROPOSED RULE MAKING 

Act. are not reasonable In view of the 
price of feeds, available supplies of feeds, 
and other economic conditions which af¬ 
fect market supply and demand for milk 
In the marketing area, and the minimum 
prices specified in the proposed market¬ 
ing agreement and the order, as hereby 
proposed to be amended, are such prices 
as will reflect the aforesaid factors, in¬ 
sure a sufficient quantity of pure and 
wholesome milk, and be in the public In¬ 
terest; and 

(c) The tentative marketing agreement 
and the order, as hereby proposed to be 
amended, will regulate the handling of 
milk in the same manner as. and will be 
applicable only to persons in the respec¬ 
tive classes of industrial and commercial 
activity specified in, a marketing agree¬ 
ment upon which a hearing has been 
held. 

Marketing agreement and order. An¬ 
nexed hereto and made a part hereof are 
two documents entitled, respectively. 
•'Marketing Agreement Regulating the 
Handling of Milk in the Southeastern 
Florida Marketing Area" and ' Order 
Amending the Order. Regulating the 
Handling of Milk in the Southeastern 
Florida Marketing Area", which have 
been decided upon as the detailed and 
appropriate means of effectuating the 
foregoing conclusions. 

It is hereby ordered. That all of this 
decision, except the attached marketing 
agreement, be published in the Federal 
Register. The regulatory provisions of 
said marketing agreement are identical 
with those contained In the order, as 
hereby proposed to be amended by the 
attached order which will be published 
with this decision. 

Determination of representative pe¬ 
riod. The month of March 1967 is hereby 
determined to be the representative pe¬ 
riod for the purpose of ascertaining 
whether the issuance of the attached or¬ 
der. as amended and as hereby proposed 
to be amended, regulating the handling 
of milk in the Southeastern Florida mar¬ 
keting area is approved or favored by 
producers, as defined under the terms of 
the order, as amended and as hereby 
proposed to be amended, and who. dur¬ 
ing such representative period were en¬ 
gaged in the production of milk for sale 
within the aforesaid marketing area. 

8igned at Washington, DC., on 
May 18.1967. 

George L Mehren, 
Assistant Secretary . 

Order * Amending the Order Regulating 

the Handling of Milk in the Southeast¬ 
ern Florida Marketing Area 

§ 1013.0 Finding* and determination*. 

The findings and determinations here¬ 
inafter set forth are supplementary and 
In addition to the findings and determi¬ 
nations previously made in connection 
with the issuance of the aforesaid order 


* This order ahull not become effective un¬ 
less and until the requirements of f 900.14 
of the rule* of practice and procedure gov¬ 
erning proceedings to formulate marketing 
agreement* and marketing orders have been 
met. 
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and of the previously issued amendments 
thereto; and all of said previous findings 
and determinations are hereby ratified 
and affirmed, except Insofar as such find¬ 
ings and determinations may be in con¬ 
flict with the findings and determina¬ 
tions set forth herein. 

<a) Findings upon the basis of the 
hearing record. Pursuant to the provi¬ 
sions of the Agricultural Marketing 
Agreement Act of 1937. as amended «7 
U.S.C. 601 et seq.), and the applicable 
rules of practice and procedure govern¬ 
ing the formulation of marketing agree¬ 
ments and marketing orders (7 CFR 
Part 900), a public hearing was held 
upon certain proposed amendments to 
the tentative marketing agreement and 
to the order regulating the handling of 
milk in the Southeastern Florida mar¬ 
keting area. Upon the basts of the evi¬ 
dence introduced at such hearing and 
the record thereof. It is found that; 

< 1) The said order as hereby amended, 
and all of the terms and conditions 
thereof, will tend to effectuate the 
declared policy of the Act: 

(2) The parity prices of milk, as de¬ 
termined pursuant to section 2 of the 
Act. are not reasonable in view of the 
price of feeds, available supplies of feeds, 
and other economic conditions which 
affect market supply and demand for 
milk in the said marketing area, and the 
minimum prices specified in the order as 
hereby amended are such prices as will 
reflect the aforesaid factors, insure a 
sufficient quantity of pure and whole¬ 
some milk, and be in the public interest; 
and 

(3) The said order as hereby amended, 
regulates the handling of milk In the 
same manner as. and is applicable only 
to persons In the respective classes of 
industrial or commercial activity speci¬ 
fied In, a marketing agreement upon 
which a hearing has been held. 

Order relative fo handling . It is there¬ 
fore ordered. That on and after the effec¬ 
tive date hereof the handling of milk in 
the Southeastern Florida marketing area 
shall be in conformity to and In compli¬ 
ance with the terms and conditions of 
the aforesaid order, as amended and as 
hereby further amended, as follows: 

In l 1013.44(c>,subparagraphs <1) and 
(3) (iv) are revised to read as follows: 

§ I013.il Transfer*. 


(C) • • • 

(1) The transferring or diverting han¬ 
dler claims classification in Class II. Class 
in, or Class IV In his report submitted 
to the market administrator pursuant to 
3 1013.30; 


(3) • • • 

(iv) To the extent that Class I utiliza¬ 
tion ls not so assigned to it, the skim milk 
and butterfat in fluid milk products so 
transferred shall be classified as Class 
IV milk to the extent available, then as 
Class in milk, and any remainder as 
Class H milk; and 


|P.R. Doc. 67 6768: Filed, Maj 23, 1967; 
8:47 a-m.] 


No. 100--6 
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PROPOSED RULE MAKING 


DEPARTMENT OF 
TRANSPORTATION 

Federol Aviation Administration 
[ 14 CFR Part 39] 

I Docket No. 67-CE-6-AD] 

AIRWORTHINESS DIRECTIVES 

Continental Models 10-470 
and TSIO-470 Engines 

The Federal Aviation Administration 
is considering amending Part 39 of the 
Federal Aviation Regulations by adding 
an airworthiness directive applicable to 
certain Continental Models 10-470 and 
TSIO-470 engines. There have been in¬ 
stances of fatigue cracks In the thread 
runout area of the barrel on reground 
and chrome plated Continental Part No. 
626820 cylinder assemblies Installed in 
these engines which could result in sep¬ 
aration of the cylinder head from the 
cylinder barrel. This part number applies 
to two groups of cylinder assemblies, 
those having the letter “H" stamped on 
the rocker box flange over the exhaust 
valve, and those which do not have this 
identification. Strengthening design fea¬ 
tures were Incorporated In those cylin¬ 
ders having the letter "H" stamped on 
them. The instances of fatigue cracks in 
question have occurred on those reground 
or chrome plated parts which arc not 
marked with the letter “HZ' Therefore, 
the “H** marked parts will not be covered 
by the proposed AD. Since this condition 
is likely to exist or develop in other en¬ 
gines of the same design, on which the 
unmarked reground or chrome plated 
cylinder assemblies are installed, the pro¬ 
posed AD would require, within the next 
200 hours' time in service after the effec¬ 
tive date of this AD. that these cylin¬ 
ders be removed from service. 

Interested persons are invited to par¬ 
ticipate In the making of the proposed 
rule by submitting such written data, 
views, or arguments as they may desire. 
Communications should identify the 
docket number and be submitted in du¬ 
plicate to the Director. Central Region, 
Attention: Regional Counsel, Airworthi¬ 
ness Rules Docket, 601 East 12th Street. 
Kansas City, Mo. 64106. All communica¬ 
tions received within 30 days after publi¬ 
cation of the notice In the Federal Reg¬ 
ister will be considered before action Is 
taken upon the proposed rule. The pro¬ 
posals contained In this notice may be 
changed in the light of comments re¬ 
ceived. All comments will be available, 
both before and after the closing date 
for comments, in the Airworthiness Rules 
Docket for examination by interested 
Iieraons. 

This amendment is proposed under the 
authority of sections 313(a), 601, and 
603 of the Federal Aviation Act of 1958 
<49 UJS.C. 1354(a). 1421. and 1423). 

In consideration of the foregoing, it 
la proposed to amend | 39.13 of Part 39 
of the Federal Aviation Regulations by 
adding the following new AD: 


Continental. Applies to Models IO-470-D. 
IO-470-K. IO-470-F. IO470-H, 10-470- 
L. 10-470-M, IO-470-N, 10-470-8. IO- 
470-U. 10-470-V, and TSIO-470-B. TSIO- 
470-C, TSIO-470-D engines. 

Compliance required as indicated, unless 
already accomplished. 

To prevent failure of reground or chrome 
plated Part No. 626820 cylinder assemblies, 
not having the letter **H*“ stamped on the 
rocker box flange over the exhaust valve, 
installed on the above referred to Continen¬ 
tal engine models, accomplish the following: 

Within the next 200 hours' time In service 
after the effective date of this AD, remove 
reground or chrome plated Part No. 626820 
cylinder assemblies, not having the letter 
"H" stamped on the rocker box flange over 
the exhaust valve, and install ius replacements 
either (1) Continental Part No. 626820 cyl¬ 
inder assemblies Identified by the letter "H" 
stomped on the rocker box flange over the 
exhaust valve, or (2) Continental Part No. 
626820 cylinder assemblies not having the 
letter "H” stamped on the rocker box flange 
over the exhaust valve which have neither 
been reground nor chrome plated. 

Issued at Kansas City, Mo., on May 15. 
1967. 

Edward C. Marsh, 

Director , Central Region. 

(P.R. Doc. 67-6751; Filed, May 23. 1967; 

8:47 ajn.J 


[ 14 CFR Part 39 ] 

(Docket No. 6360] 

AIRWORTHINESS DIRECTIVES 

Mooney Model M20C, M20D, M20E 
Airplanes 

Amendment 39-45 (30 F.R. 3349), Air¬ 
worthiness Directive 65-0-5. requires the 
replacement of Dukes fuel pumps with 
redesigned pumps on Mooney M20C, 
M20D. and M20E airplanes. After issuing 
Amendment 39-45, due to service experi¬ 
ence. the Agency determined that cor¬ 
rective action 1s also required for more 
recently manufactured aircraft having 
higher serial numbers than those speci¬ 
fied in the Airworthiness Directive. 
Therefore, the Agency Is considering su¬ 
perseding Amendment 39-45 with a new 
AD applicable to additional aircraft re¬ 
quiring the replacement of Dukes fuel 
pumps with redesigned models. 

Interested persons arc invited to par¬ 
ticipate in making of the proposed rule 
by submitting such written data, views, 
or arguments as they may desire. Com¬ 
munications should identify the docket 
number and be submitted in triplicate to 
the Federal Aviation Administration, Re¬ 
gional Counsel. Post Office Box 1689, 
Fort Worth, Tex. 76101. 

All communications received within 
30 days after publication of this notice 
will be considered by the Director be¬ 
fore taking action upon the proposed 
rule. The proposals contained in this 
notice may be changed in the light of 
comments received. All comments will 
be made a part of the official docket and 
will be available for examination by in¬ 
terested persons, both before and after 
the closing date for comments, at the 
Office of the Regional Counsel. South¬ 
west Region. Federal Aviation Adminis¬ 
tration, Fort Worth, Tex. 


This amendment is proposed under the 
authority of sections 313(a), 601 and 603 
of the Federal Aviation Act of 1958 (49 
UJS.C. 1354(a). 1421. 1423). 

In consideration of the foregoing, it 
Is proposed to amend § 39.13 of Part 39 
of the Federal Aviation Regulations by 
adding the following new Airworthln- 
Directive: 

Moonxt. Applies to Model M20C (Mark 21) 
airplanes. Serial Numbers 2623 throu. i 
2737 and 2739 through 3198: Mode-] 
M20D (Master) airplanes. Serial Num¬ 
bers 201 through 260; and Model M2i. 
(Super 21) airplanes. Serial Number 
10X through 850. 

Compliance required ns indicated unb s 
already accomplished. 

Service experience indicate* that It U nrc- 
weary to replace Dukes fuel pump* now in 
service with a redesigned Dukes fuel pump 
ae follows: 

(a) For Model M20E (Super 21) Air- 
planes Equipped with Duke* Fuel Pump: 

(1) Within the next 25 hours time In Brrv- 
lce after April 12. 1965, replace Duke* fuel 
pump. Part Number 4140-00-19, 8erlftl Num¬ 
ber* 101, 102, 103. 150 through 312, with 
Dukes fuel pump. Part Number 4140-00- 19 A, 
with pump Serial Number above 1661. in 
accordance with Mooney Service Bullet:r. 
M20-121B (Rev. B. 11-4-66). 

(2) Within the next 100 hours time in 
nervtcc after April 12, 1966, replace DuV> 
fuel pump. Part Number 4140-00-19, Serial 
Numbers 313 through 613, with Duke* fuel 
pump. Part Number 4140-00-19A with pump 
aerial number above 1531, in accordance with 
Mooney Service Bulletin M20-121B (Rev. B, 
11-4-66). 

(3) Within the next 100 hour* time in 
service after the effective date of this AD, 
replace Dukes fuel pump, Port Number 
4 140-00-19A, Serial Number* 614 throv: 
1661 with Duke* fuel pump, Part feftzmber 
4140 00-19A with pump aerial number above 
1651, In accordance witli Mooney Server 
Bulletin M20-121B (Rev. B. 11-4-66). 

(b) For Models M20C (MArk 21) and M20D 
(Master) Airplanes Equipped with 

Fuel Pump: 

(1) Within the next 25 hours time In serv¬ 
ice after April 12. 1065, replace Dukc= fuel 
pump. Part Number 4140-00-21, Uerloi Num¬ 
bers 100, 102, 103, 160 through 244, vrl h 
Dukes fuel pump. Part Number 4140-00 21A 
with pump serial number above 1159, In ac¬ 
cordance with Mooney Service Bulletin M20- 
121B, (Rev. B. 11-4-66). 

(2) Within tho next 100 hours time in 
service after April 12. 1966, replAce Duk'« 
fuel pump. Part Number 4140-00-21, Serial 
Numbers 245 through 409, with Dukes 
fuel pump. Part Number 4140-00-21A with 
pump serial number above 1159, In accord¬ 
ance with Mooney Service Bulletin NumW 
M20-121B (Rev. B. 11-4-66). 

(3) Within the next 100 hour* time tn 
service after the effective date of the AD. 
replace Dukes fuel pump. Part Number 4140- 
0O-21A, Serial Numbers 410 through ll>0. 
with Dukoe fuel pump. Part Number 4140- 
00-21A with pump serial number above 1159. 
in accordance with Mooney 8crvlce Bulletin 
M20-12IB (Rev.B, 11-4-66). 

(c) For Model M20E, Serial Number* 101 
through 263, Model M20C. Serial Num f -r* 
2623 through 2690. find Model M20D. Scr‘3.1 
Number* 201 through 226. concurrent with 
the fuel pump replacement in (a) and 
above, remove Mooney electric fuel puir.:> 
mounting bracket. Part Number 610032, and 
install redesigned pump bracket. Part Num¬ 
ber 610048, in accordance with Mooney Serv¬ 
ice Letter 20-120. dated March 18, l®6i- 
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ThU supersede* Amendment 30-45, 30 F JL 
3349, AD 05-0-5. 

Issued In Fort Worth, Tex., on May 11, 

1907. 

Henry L. Newman, 
Director , Southwest Region. 

I Fit. Doc. 07-5753: Filed, May 23. 1967; 
0:47 aan.| 


[14 CFR Part 71 1 

(Airspace Docket No. 07-CE-5J 

TRANSITION AREA 

Proposed Alteration; Supplemental 
Notice 

The Federal Aviation Administration Is 
considering an amendment to Part 71 of 
the Federal Aviation Regulations which 
would alter the controlled airspace in the 
Sioux Falls, S. Dak., terminal area. 

In a notice of proposed rule making 
published In the Federal Register on 
February 21. 1967 (32 F.R. 3101), the 
Federal Aviation Administration pro¬ 
posed to alter the Sioux Falls, S. Dak., 
transition area by redesignating it as 
follows: 

That airspace extending upward from 700 
feel above the surface within a 10-mlle radius 
of Sioux Falla/Joe Fees Field (latitude 43*- 
34 44" N., longitude 9G'44'27" W.); within 
a 21-mile radius of the 8loux Falls VORTAC. 
extending from a line 5 miles east of and 
parallel to the 154* radial, clockwise to the 
329 ' radial, and within a 17-mile radius of 
the Sioux Falls VORTAC, extending from the 
329" radial, clockwise to a line 5 miles south 
of and parallel to the 070* radtal. and that 
Atmpace extending upward from 1.200 feet 
&boie the surface within a 43-mile radius of 
the Sioux Falls VORTAC, extending from 
the south edge of V-120 east of Sioux Falls 
clockwise to the south edge of V-120 west of 
Sioux Falls; and within a 33-mlle radius of 
Sioux Falls VORTAC. extending from a line 
5 miles southwest of and parallel to the 336* 
radial, clockwise to a line 5 miles south of 
sr ri parallel to the 070* radial. 

Subsequent to publication of the notice 
of proposed rule making, it has been de¬ 
termined that the proposed transition 
area must be revised in order to provide 
a more effective use of airspace. The pro¬ 
posed revision will consist of raising the 
floor on part of the proposed 1,200-foot 
floor transition area and by reducing the 
amount of 700-foot floor transition area. 

In view of the foregoing, the proposed 
notice is amended to propose that the 
Sioux Falls transition area be redesig¬ 
nated as follows: 

That airspace extending upward from 700 
feci above the surface within a 17-mlle ra¬ 
dius of the Sioux Falla VORTAC; that olr- 
extending upward from 1.200 feet above 
the surface within a 25-mile radius of 81oux 
Fails VORTAC extending from a line ft miles 
southwest of and parallel to the Sioux Falla 
VORTAC 336* radial clockwise to the north- 
edge of V-148, and extending from the 
*outh edge of V-120 east of 81oux Falla clock- 
J 1 ** to the south edge of V-120 west of Sioux 
^Alla; and that airspace extending upward 
from ft.ooo feet MSL within a 43-mlIc radius 
of Sioux Falla VORTAC. extending from the 
»uth edge of V-120 east of Sioux Falls clock- 
vise to the south edge of V-120 west of Sioux 
jTdl*. excluding the area which overlie* V-15. 
V-15E, V-148, V-181, and V-181W; and with- 


PROPOSED RULE MAKING 

In a 33-mlle radius of Sioux Falls VORTAC. 
extending from a line ft miles southwest of 
and parallel to the 81oux Falla VORTAC 336* 
radial clockwise to the northwest edge of 
V-148, excluding the portion which overlies 
V-181. 

The proposed 700-foot floor transition 
area will provide controlled airspace pro¬ 
tection for arriving and departing air¬ 
craft at Joe Foss Field, Sioux Falls, 
S. Dak., during descent from 1.500 to 
1.000 feet above the surface and during 
climb to 1,200 feet above the surface. 

The proposed 1.200-foot floor transi¬ 
tion area will provide controlled airspace 
protection for arriving and departing 
aircraft at this airport during the por¬ 
tions of the arrival procedures executed 
between 1,500 feet above the surface and 
5.000 feet MSL and during the portion of 
the departure procedures executed be¬ 
tween 1,200 feet above the surface and 
5.000 feet MSL. 

The proposed transition area with a 
floor of 5.000 feet MSL will provide con¬ 
trolled airspace protection for aircraft 
holding at the Chester. Sherman. Parker, 
and Canton. 8. Dak., intersections, and 
for the portions of the high altitude ap¬ 
proach procedures executed above 5,300 
feet MSL. The portions of this 5,000-foot 
MSL floor transition area southeast and 
west of Sioux Falls in conjunction with 
the 1,200-foot and 700-foot transition 
areas will provide controlled airspace 
protection for aircraft transitioning to 
and from jet route J-82. 

The floors of the airways that traverse 
the transition area proposed herein will 
automatically coincide with the floors of 
the transition area. 

No procedural changes will be effected 
in conjunction with the actions proposed 
herein. 

Specific details of this proposal may be 
examined by contacting the Chief, Stand¬ 
ards and Airspace Branch, Air Traffic 
Division, Federal Aviation Administra¬ 
tion. 601 East 12th Street, Kansas City, 
Mo. 64106. 

Interested persons may submit such 
written data, views, or arguments as they 
may desire. Communications should be 
submitted in triplicate to the Director, 
Central Region, Attention: Chief, Air 
Traffic Division, Federal Aviation Admin¬ 
istration. Federal Building, 601 East 12th 
Street, Kansas City, Mo. 64106. All com¬ 
munications received within 45 days 
after publication of tills notice in the 
Federal Register will be considered be¬ 
fore action is taken on the proposed 
amendment. No public hearing is con¬ 
templated at this time, but arrangements 
for Informal conferences with Federal 
Aviation Administration officials may be 
made by contacting the Regional Air 
Traffic Division Chief. Any data, views, 
or arguments presented during such con¬ 
ferences must also be submitted in writ¬ 
ing in accordance with this notice in 
order to become part of the record for 
consideration. The proposal contained In 
this notice may be changed in the light 
of comments received. 

The public docket will be available for 
examination by Interested persons In the 
Office of the Regional Counsel. Federal 
Aviation Administration, Federal Bulld- 


7.199 

lng. 601 East 12th Street. Kansas City. 
Mo. 64106. 

This amendment Is proposed under the 
authority of section 307(a > of the Fed¬ 
eral Aviation Act of 1958 (49 UB.C. 1348). 

Issued at Kansas City, Mo., on May 5. 
1967. 

Daniel E. Barrow, 
Acting Director , Central Region. 

(F.R. Doc. 67-5753; Filed, May 23. 1967; 
8:47 a m. | 


[ 14 CFR Ports 71, 73 1 

(Aire pace Docket No. 67-WE 81 

RESTRICTED AREA AND CONTI¬ 
NENTAL CONTROL AREA 

Proposed Designation and 
Alteration 

The Federal Aviation Administration 
is considering amendments to Parts 71 
and 73 of the Federal Aviation Regula¬ 
tions that would designate a new Joint 
use restricted area near Tonopah, Nev.. 
and Include it In the continental control 
area. 

Interested persons may participate in 
the proposed rule making by submitting 
such written data, views, or arguments 
as they may desire. Communications 
should identify the airspace docket num¬ 
ber and be submitted in triplicate to the 
Director. Western Region. Attention; 
Chief. Air Traffic Division. Federal Avi¬ 
ation Administration. 5651 West Man¬ 
chester Avenue, Post Office Box 90007, 
Airport Station, Los Angeles, Calif. 90009. 
All communications received within 30 
days after publication of this notice In 
the Federal Register will be considered 
before action is taken on the proposed 
amendments. The proposal contained in 
this -notice may be changed in the light 
of comments received. 

An official docket will be available for 
examination by Interested persons at the 
Federal Aviation Administration, Office 
of the General Counsel. Attention: Rules 
Docket. 800 Independence Avenue 8W.. 
Washington. D.C. 20590. An informal 
docket also will be available for examina¬ 
tion at the office of the Regional Air 
Traffic Division Chief. 

The Tonopah Test Range, presently 
designated as Restricted Area R-4809, 
has been utilized by the Atomic Energy 
Commission (A£C> since 1956. Addi¬ 
tional rocket programs scheduled for 
testing at the Tonopah Test Range can¬ 
not be contained within the existing 
R-4809 and ground installations and in¬ 
strumentation within R-4807 and R-4808 
prevent their use for Impact areas. The 
test rockets would be fired from launch¬ 
ers located in the Tonopah Test Range. 
R-4809 and the proposed restricted area 
would provide two impact areas. The 
proposed new area would be designated 
as Rr-4814 and subdivided into two parts 
to provide more flexibility in the man¬ 
agement of the airspace under the joint 
use concept. 

The Tonopah Test Range launch fa¬ 
cilities and associated instrumentation 
are a part of an $11 million Investment 
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In permanent testing faculties. Due to 
the close proximity to Albuquerque. 
N. Mex.. and the remote location of the 
test range, the Atomic Energy Commis¬ 
sion considers it to be In the best inter¬ 
est of the Government to bo able to 
continue the use of the test range for 
rocket testing that requires higher alti¬ 
tudes. The apogee of the rockets will 
vary up to 1 million feet. These rockets 
are essentially vertical probes, wherein 
the exit and reentry part of the trajec¬ 
tory. below 100.000 feet, is practically 
vertical. 

These rockets will be solid fuel ballistic 
devices with one. tw o, or three stages and 
since they do not have guidance mech¬ 
anisms, the expected impacts are some¬ 
what dispersed. Therefore, the proposed 
restricted area is relatively large in or¬ 
der to insure an adequate degTee of 
safety. The reentry payloads envisioned 
are Inert, i.e., nonexplosivc, nonfrag¬ 
menting. and not radioactive. These 
rockets, which vary in size from 3 to 13 
inches in diameter and arc 3 to 20 feet 
long, will be fired on an infrequent basis. 
AEC plans to Are approximately 10 to 
15 rockets per year with each firing pe¬ 
riod scheduled for a duration of 30 hours. 
The actual flight time of the rockets 
from launch to impact is approximately 

5 minutes with a maximum of 15 min¬ 
utes expected. 

Rr-4814A would infringe on a natural 
VFR flyway between Las Vegas and Cur¬ 
rant. Nev., and both R-4814A and R- 
4814B would overlie Federal alrw r ay V-244 
and jet route J-80. Since the actual clo¬ 
sure periods should be brief and infre¬ 
quent. the principal inconvenience to 
airmen will arise from the necessity for 
checking the status of the area before 
transit. Normally, the exact time of the 
rocket firing is not critical and could 
be adjusted to accommodate aircraft op¬ 
erating on an air traffic control clearance 
on V-244 and J-80. Delays of such traffic 
would not be expected except that an 
occasional aircraft could be delayed for 

6 or 10 minutes. 

The proposed restricted area would In¬ 
clude those segments of two circles which 
lie outside of existing restricted areas 
R-4807. R-4808, and R-4809. One circle 
would be centered on latitude 37°47'00" 
N.. longitude 118*21'30" W. and have a 
radius of 27 statute miles. The other 
would be centered on latitude 37*53'30' # 
N., longitude 115‘48'20” W., and have a 
radius of 36 statute miles. The altitudes 
would include from the surface to flight 
level 240. Aircraft above flight level 240 
would be separated from the rocket 
firings through air traffic control 
procedures. 
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The surface underlying the proposed 
restricted area is almost entirely public 
land under the Jurisdiction of the Bu¬ 
reau of Land Management and the For¬ 
est Service. As a safety precaution, all 
Individuals residing within or having an 
interest in the area will be evacuated 
during the tests. The AEC will negotiate 
with these persons and compensate them 
for their inconvenience. In addition, U.S. 
Highway 25 which runs through the area 
will be closed during the test periods. 

If action is taken to adopt this pro¬ 
posal, a new restricted area, R-48I4A 
and R-4814B, will be designated at To- 
nopah. Nev„ as follows: 

R-4814A Tonopah. Nev. 

Boundaries: Beginning at latitude 37*53'- 
00" N.. longitude 116*50'15" W.; thence 
clock wlae via the arc ot a circle with a 27- 
alaiute-mlle radius centered at latitude 37*- 

47 00" N-. longitude 116*21*30" W.; to lat¬ 
itude 37*40*30" N,. longitude 115*53*00" W.; 
to latitude 37*42*00" N., longitude 115*53*- 
00" W.: to latitude 37*42*00" N . longitude 
116*11*00" W.; to latitude 37*53*00" N.. lon¬ 
gitude 116*11*00" W; to the point ol be¬ 
ginning. 

Designated altitudes: Surface to FL 240. 

Time of designation: Monday through Sat¬ 
urday. M published by NOTAM Issued at leaet 

48 hours In advance and upon termination 
of nee. 

Controlling agency: Federal Aviation Ad¬ 
ministration. Salt Lake City ARTC Center. 

Using agency: Manager. Atomic Energy 
Commission. Albuquerque. N. Me*. 

R 48I4B Tonopah, Nkv. 

Boundaries: Beginning at latitude 38*10'- 
30" N.. longitude 116*21*30" W.; thence 
clockwise via the arc of a circle with a 36- 
sUtutc-milc radius centered at latitude 37*- 
53*30" N. longitude 115*48*20" W.; to 

latitude 37*24*00" N„ longitude 115*35*00" 
W.; to latitude 37*28 00" N.. longitude 116*- 
35*00" W.; to latitude 37*28*00" N„ longitude 
115*48*00" W.; to latitude 37*33*00" N.. 
longitude 115*48*00" W.: to latitude 37*33*- 
00" N.. longitude 115*53*00" W.; to latitude 
37*40*30'* N.. longitude 115*53*00** W.; 

thence counterclockwise vIa the arc of a 
circle with a 27-statute-mile radius centered 
at latitude 37*47*00" N.. longitude 116*21'- 
30" W.; to point of beginning. 

Designated altitudes: Surface to FL 240. 

Time of designation: Monday through 
Saturday, as published by NOTAM issued at 
least 48 hours in advance and upon termina¬ 
tion of use. 

Controlling agency: Federal Aviation Ad¬ 
ministration, Salt Lake City ARTC Center. 

Using agency: Manager, Atomic Eucrgy 
Commission. Albuquerque. N. Mex. 

This amendment is proposed under 
the authority of section 307(a) of the 
Federal Aviation Act of 1958 (49 LL8.C. 
1348). 


Issued In Washington. D C., on May 17, 
1967. 

H. B. Helstrom, 
Chic/, Airspace and Air 
Traffic Rules Division. 

|FR. Doc. 67-5754: Filed. May 23, 1067; 
8;47 am.) 


INTERSTATE COMMERCE 
COMMISSION 

[ 49 CFR Part 103 1 

(Ex Parte 253] 

CARRIER AGREEMENTS RELATING 
TO RATES, FARES, ETC. 

Stay of Effective Date 

May 19, 1967 

Notice of Independent action-regula¬ 
tions governing the giving of public 
notice of tariff publication proposal: by 
individual carriers where publication is 
to be effected by a rate conference. 

This rulemaking proceeding, inltir/.ed 
by a notice of proposed rulemaking pub¬ 
lished in 31 FR. 13392 on October 15. 
1986. was conducted under the Commis¬ 
sion's modified procedure. 

The Hearing Examiner issued his 
recommended report and order propos¬ 
ing an amendment to Part 103 of Chapter 
I. Subtitle B of Title 49 of the Code of 
Federal Regulations. This amend:: • nt 
w*as set out In a Notice of Issuance of Ex¬ 
aminer's Recommended Report and 
Order published in the rules and regula¬ 
tions section on page 6451 of the From a 
Register lusue of April 26. 1967, as VR 
Doc. 67-4606. 

On May 11, 1967, notice was published 
on page 7128 of the Federal Registti 
that F.R. Doc. 67-4606 w~as inadvertently 
published In the rules and regulations 
section of the Federal Register, and that 
the document should have been published 
in the Proposed Rule Making Section of 
the April 26.1967 issue. A cross-reference 
redesignating F.R. Doc. 67-4606 to the 
Proposed Rule Making Section was pub¬ 
lished on page 7134 of the May* 11, 1967. 
Federal Register. 

Exceptions having been timely filed 
to the Examiner's Recommended Report 
and Order the effective date of the pro¬ 
posed amendment to Part 103 is Stayed 
until further notice. 

[seal] H. Neil G arson, 

Secretary 

|FJL Doc. 67-5767: Filed. May 23, 1 ^; 

8:48 a.m.| 
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DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

l Montana 2105] 

MONTANA 

Notice of Proposed Withdrawal and 
Reservation of lands 

May 15. 1967. 

The Department of Agriculture, on be¬ 
half of the Forest Service, has filed ap¬ 
plication, Montana 2105, for the with¬ 
drawal of the lands described below, 
from all forms of appropriation, subject 
to existing valid claims. 

The applicant desires the land for the 
development of a road In connection with 
the administration of the Lolo National 
Forest. 

For a period of 30 days from the date 
of publication of this notice, all persons 
who wish to submit comments, sugges¬ 
tions. or objections In connection with 
the proposed withdrawal may present 
their views in writing to the undersigned 
officer of the Bureau of Land Manage¬ 
ment, Department of the Interior. 316 
North 26th Street. Billings. Mont. 59101. 

The Department’s regulations <43 CFR 

2311.l-3(c>) provide that the authorized 
officer of the Bureau of Land Manage¬ 
ment will undertake such investigations 
as are necessary to determine the exist¬ 
ing and potential demand for the lands 
and their resources. He will also under¬ 
take negotiations with the applicant 
agency with the view* of adjusting the ap¬ 
plication to reduce the area to the mini¬ 
mum essential to meet the applicant's 
needs, to provide for the maximum con¬ 
current utilization of the lands for the 
purpose other than the applicant's, to 
eliminate lands needed for purposes more 
essential than the applicant's, and to 
reach agreement on the concurrent man¬ 
agement of the lands and their resources. 

The authorized officer will also prepare 
a report for consideration by the Secre¬ 
tary of the Interior who will determine 
whether or not the lands will be with¬ 
drawn os requested by the applicant 
aiiency. 

The determination of the Secretary on 
the application will be published in the 
Fldziial Register. A separate notice will 
be sent to each Interest^ party of record. 

If circumstances warrant, a public 
hearing will be held at a convenient time 
a ud place, which will be announced. 

The lands involved in the application 
are: 

Lolo National Forest 

PRINCIPAL MERIDIAN MONTANA 

Harvey Creek Road 

r HN .R HW.. 

bee. 20. Lot 3. SE«4SW»4. 
vi A # ,tT * p ot land feet ln width, being 
u feet on each Bide of the centerline of 
•tfcnrey Creek Rood No. 307 in and through 
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the above aubdlvUiona. and as shown on the 
attached plat. 

Total area—2.72 acres, more or lees. 

T. 11N..R 14 W.. 

Sec. 20. NWViSWVi. 

A tract of land of variable width In the 
above subdivision in accordance with the 
figures and measurements or shown on the 
attached plat. 

Total area—0.92 acres, more or less. 

The areas described aggregate 3.64 
acres. 

Eugene H. Newell. 
Land Office Manager. 

|F.R. Doc. 67-5733: Filed. May 33. 1067; 
8:45 a.m.1 


(Utah 2045) 

UTAH 

Notice of Proposed Withdrawal and 
Reservation of Lands 

May 16, 1967. 

The U.S. Forest Service, Department 
of Agriculture, has filed an application 
for the withdrawal of the lands described 
below, from all forms of appropriation 
except the General Mining and Mineral 
Leasing law's. 

The applicant desires the land for ex¬ 
tending the boundaries of the Mantl- 
LaSal National Forest. The lands were 
obtained in a private exchange of land 
and are suitable for inclusion into the 
forest. 

For a period of 30 days from the date of 
publication of this notice, all persons 
who wish to submit comments, sugges¬ 
tions. or objections in connection with 
the proposed withdrawal may present 
their views In writing to the undersigned 
officer of the Bureau of Land Manage¬ 
ment. Department of the Interior, Post 
Office Box 11505. Salt Lake City. Utah 
84111. 

The Department’s regulations <43 CFR 

2311.1-3(0 ) provide that the authorized 
officer of the Bureau of Land Manage¬ 
ment will undertake such investigations 
as are necessary to determine the exist¬ 
ing and potential demand for the lands 
and their resources. He will also under¬ 
take negotiations with the applicant 
agency with the view of adjusting the 
application to reduce the area to the 
minimum essential to meet the appli¬ 
cant's needs, to provide for the maximum 
concurrent utilization of the lands for 
purposes other than the applicant’s, to 
eliminate lands needed for purposes more 
essential than the applicant's, and to 
reach agreement on the concurrent man¬ 
agement of the lands and their resources. 

The authorized officer will also prepare 
a report for consideration by the Secre¬ 
tary of the Interior who will determine 
whether or not the lands will be with¬ 
drawn as requested by the applicant 
agency. 

The determination of the Secretary on 
the application will be published in the 


Federal Register. A separate notice will 
be sent to each interested party of record. 

If circumstances warrant, a public 
hearing will be held at a convenient time 
and place, which will be announced. 

The lands involved in the application 
are: 

8alt Lake Meridian, Utah 
T 10 S R 7 B 

Sec. 8, SViNW‘4. and NE»4SW«/ 4 . 

Hie area described contains 120 acres. 

R. D. Nielson. 
State Director. 

|FR, Doc. 67-5734; Filed. May 23. 1067; 
8:45 am.] 


|Utah 2030] 

UTAH 

Notice of Proposed Withdrawal and 
Reservation of Lands 

May 17. 1967. 

The U.S. Forest Service. Department 
of Agriculture, has filed application for 
the withdrawal of the lands described 
below, from all forms of appropriation 
except the general mining and mineral 
leasing laws, subject to existing valid 
rights. 

The applicant desires the land to ex¬ 
tend the boundaries of the Fishlake Na¬ 
tional Forest, Utah, to Include an iso¬ 
lated parcel of public domain land suit¬ 
able for national forest purposes. 

For a period of 30 days from the date 
of publication of this notice, all persons 
who wish to submit comments, sugges¬ 
tions, or objections in connection with 
the proposed withdrawal may present 
their views In writing to the undersigned 
office of the Bureau of Land Manage¬ 
ment. Department of the Interior, Post 
Office Box 11505, Salt Lake City, Utah 
84111. 

The Department’s regulations (43 CFR 

2311.1-3(0 ) provide that the authorized 
officer of the Bureau of Land Manage¬ 
ment will undertake such investigations 
as are necessary to determine the exist¬ 
ing and potential demand for the lands 
and their resources. He will also under¬ 
take negotiations with the applicant 
agency with the view of adjusting the 
application to reduce the area to the 
minimum essential to meet the appli¬ 
cant’s needs, to provide for the maximum 
concurrent utilization of the lands for 
purposes other than the applicant's, to 
eliminate lands needed for purposes more 
essential than the applicant's and to 
reach argeement on the concurrent man¬ 
agement of the lands and their resources. 

The authorized officer will also pre¬ 
pare a report for consideration by the 
Secretary of the Interior who will de¬ 
termine w hether or not the lands will be 
withdrawn as requested by the applicant 
agency. 
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The determination of the Secretary 
on the application will be published in 
the Federal Register. A separate notice 
will be sent to each interested party of 
record. 

If circumstances warrant, a public 
hearing will be held at a convenient time 
and place, which will be announced. 

The lands involved in the application 
are: 

Salt Lake Mxjliman. Utah 
T. 23 S.. R. 3 E. 

8*c. U.E^E*4.8Vi8WV;.SW*4SE'4- 

The area described aggregates 280 
acres. 

R. D. Nielson, 
State Director. 

[FJL Doc. 67-3733; Filed. May 23. 1967: 

8:45 a.m.] 


DEPARTMENT OF AGRICULTURE 

Commodify Credit Corporation 

(Arndt. 1) 

SALES OF CERTAIN COMMODITIES 
May Sales List 

Pursuant to the policy of the Commod¬ 
ity Credit Corporation Issued October 12. 
1954 (19 FJt. 6669). and subject to the 
conditions stated therein, the CCC 
Monthly Sales List for May 1967 is 
amended as set forth below: 

1. A new section which covers Dry 
Edible Beans is inserted immediately af¬ 
ter the Tung Oil section. The new section 
will read as follows: 

Dry Edidljc Beans—(Baoou>) 

A. XXunMtlc market price but not less than 
the following minimum prices per hundred¬ 
weight for US. No. f.o.b. Indicated points 
of production. Amount of paid-in-freight to 
be added as applicable. For other grades and 
locations, adjust by applicable 1966 price 
support differentials. 


Clan 

Prior per 

Ami of production 


cwt- 


Pea... 

7.317 

MMilfan. 

Li#til mi kiilnrjr_. 

fi.M 

Mirljlcan/New York. 


B. Available. Evanston Grain Merchandis¬ 
ing ACSC Office. 


2. An unrestricted use section for pea¬ 
nuts is being added and will read as 
follows: 

Unrestricted use. 

A UA. Medium—Virginia type, offered at 
the higher of the market price or 106 percent 
of support plus carrying charges. 

B When stocks are available, lot lists are 
Issued by Peanut Orowers Cooperative Mar¬ 
keting Association, Franklin. Va. 

3. The first sentence of paragraph 12 
of press release portion of the Sales List 
is amended to read as follows: 

Interest rates per annum under the 
CCC Export Credit Sales Program (An¬ 
nouncement GSM-3 or GSM-4) for May 
1967 are percent for U.S. bank ob¬ 
ligations and 6 percent for foreign bank 
obligations, without regard to credit pe¬ 
riods involved, up to a maximum of 36 
months. • • • 


(Sec. 4, 62 Stat. 1070, a a amended; 15 UB.C. 
714b. Interpret or apply #ec. 407. 63 Stat 1066; 
sec. 106. 63 Stat. 1051, aa amended by 76 
Stat 612; aocs. 303. 306. and 307. 76 Stat. 
614-617; UJS.C. 1441 (note)) 

Signed at Washington. D.C., on May 
18. 1967. 

H. D. Godfrey, 
Executive Vice President, 
Commodity Credit Corporation. 

(FR. Doc. 67-6756*. Filed. May 23, 1067; 
8:47 a.m.J 


CIVIL AERONAUTICS BOARD 

(Docket No. 18673; Order E-231091 

FRONTIER AIRLINES, INC. 

Order of Investigotion and Suspen¬ 
sion Regarding Ladies Fare Pro¬ 
posal 

Adopted by the Civil Aeronautics 
Board at its office in Washington, D.C., 
on the 19th day of May 1967. 

By tariff 1 posted April 17. 1967, and 
marked to become effective June X. 1967, 
Frontier Airlines, Inc. (Frontier) has 
proposed ladies round-trip excursion 
fares at the level of 60 percent of the 
standard fare applicable to such trans¬ 
portation. Transportation under tills 
proposal, is limited to women at least 22 
years of age, must be completed within 
15 days after the date of departure of the 
going portion of the trip, and is subject 
to a minimum round-trip fare of $20. 
The tariff will not be applicable In some 
of Frontier's competitive markets, and 
bears an expiration date of August 31. 
1967. 

In Its letter of Justification accom¬ 
panying the tariff transmittal, and in its 
answer to complaints. Frontier asserts 
that its proposal is of extraordinary and 
unusual importance to the carrier and is 
economically justified, that an experi¬ 
mentation period is required In order to 
evaluate the fare, and that the fare is 
not unjustly discriminatory since it will 
not have an adverse effect upon other 
passengers. With regard to economic 
justification, the carrier asserts that the 
adult female population constitutes an 
untapped source for airline travel, that 
its Ladies Fare will result in an increase 
of at least 75 percent in adult female 
travel producing an estimated anniml 
increase in operating profit of approxi¬ 
mately $900,000 after allowance for a 
60 percent diversion of present full-fare 
female passengers and for the added cost 
of handling the additional passengers, 
and that as a result. Frontier's subsidy 
would be reduced by $188,000 annually. 
The carrier states that It wishes to mar¬ 
ket test the Ladies Fares and to evaluate 
the success of the Ladles Fares by com¬ 
paring the growth and development of 
traffic in the markets where the Ladies 
Fares are applicable with those where 
they are not; that it will develop more 
detailed information on the use of the 
fares by means of passenger question¬ 
naires; and that the 3-month expiration 


1 Rule 18 of Airline Tariff Publishers. Inc., 
Agent. CAB No. 101. 


date affords the Board opportunity to 
refuse renewal of the tariff after 3 
months if it finds that the fares are not 
beneficial, and also provides Frontier 
the opportunity to discontinue the fares 
if it finds them to be unsuccessful. Con¬ 
cerning discrimination, the carrier states 
that discrimination per se is not illeigal 
and only becomes so if it results in slg- 
nlficant prejudice; the law does not pro¬ 
hibit more favorable treatment of one 
sex when the favorable treatment has no 
adverse effect upon members of the oppo- 
site sex. Frontier asserts that there Ls no 
factual basis for finding that the pro¬ 
posed fares would have an adverse effect 
upon other passengers, that men a a 
class would benefit from the reduced 
fares since the proposed tariff wiU pro¬ 
vide reduced transportation costs for 
their wives, mothers, sisters, and daugh¬ 
ters, and that the proposed fores would 
eliminate a significant clement of <i - 
crimination under existing tariffs where¬ 
in a married woman traveling with her 
husband receives a substantial Family 
Plan discount while a single or widow*-d 
woman is denied such discount. In addi¬ 
tion, the carrier states that, rather than 
burdening other traffic, its various pro¬ 
motional fares have resulted in a signi: - 
cant reduction of unit costs. 

Complaints requesting investigation 
and suspension of the Ladies Fare pro¬ 
posal have been filed by Northwest Air¬ 
lines. Inc. (Northwest), and Western Air 
Lines. Inc. (Western). The complaint* 
assert that the instant proposal is basic¬ 
ally the same as that filed by Frontier 
in late 1966, and which the Board or¬ 
dered Investigated and suspended by 
Order E-24563. December 27, 1966. Com¬ 
plainants contend that a special fare 
based upon the sex of the passenger is 
unjustly discriminatory and runs direc tly 
counter to the Federal Government's 
philosophy of abrogating discrimination 
based upon sex. In addition, it ls asserted 
that the proposal 1s unjust and unreason¬ 
able and that Frontier's use of an added 
cost technique ls Improper. 

Tiie Board has determined to bm li¬ 
gate Frontier's Ladles Fare proposal By 
Order E-24563. December 27. 1966. the 
Board ordered the investigation and sna- 
pension of an earlier Frontier Ladies Fare 
tariff. The instant proposal differs from 
the earlier one in three respects: (1> B 
offers a discount of 40 percent instead of 
50 percent; (2) It excludes 29 compel ltive 
markets instead of applying system- 
wide; and (3) it is limited to an Iniual 
3-month period Instead of 6 months. 
None of these differences remove the 
basic question of discrimination Inherent 
in the proposal. Therefore, for the rea¬ 
sons more fully stated In Order E -21 t)3. 
December 27, 1966. the Board will also 
suspend the tariff pending investigation. 

Accordingly, pursuant to the Federtl 
Aviation Act of 1958, and particularly 
sections 204(a), 403, 404. and 1003 
thereof: 

It is ordered, That: 

1. An investigation be instituted to de¬ 
termine whether the fare* and provisions 
in Rule 18 on 1st Revised Page 32 of 
tariff CAB No. 101 Issued by Airline Tar¬ 
iff Publishers, Inc., Agent, and rules, res- 
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uifttions, and practices affecting such 
fares and provisions, are or will be unjust 
or unreasonable, unjustly discriminatory, 
unduly preferential, unduly prejudicial, 
or otherwise unlawful, and If found to 
be unlawful, to determine and prescribe 
the lawful fares and provisions, and rules, 
regulations, or practices affecting such 
fares and provisions; 

2. Pending hearing and decision by 
the Board, the fares and provisions in 
Buie 18 on lBt Revised Page 32 of tariff 
CAB No. 101 Issued by Airline Tariff Pub¬ 
lishers, Inc., Agent, are suspended and 
their use deferred to and Including Au¬ 
gust 29, 1987, unless otherwise ordered 
by the Board, and that no changes be 
made therein during the period of sus¬ 
pension except by order or special per¬ 
mission of the Board: 

3. The proceeding ordered herein be 
aligned for hearing before an Examiner 
of the Board at a time and place here¬ 
after to be designated; 

4. Except to the extent granted herein, 
the complaints of Northwest Airlines, 
Inc,. In Docket 18494, and Western Air 
lines, Inc., in Docket 18489 be dismissed; 
and 

5. Copies of this order be filed with the 
aforesaid tariff and be served upon Fron¬ 
tier Airlines, Inc., Northwest Airlines, 
Inc., and Western Air Lines. Inc., which 
are hereby made parties to this pro¬ 
ceeding. 

Tills order will be published in the 

Federal Register. 

By the Civil Aeronautics Board. 

f seal! Harold R. Sanderson, 

Secretary . 

[F.R. Doc. 87-8702; Plied. May 23. 1907; 

8:48am) 


FEDERAL MARITIME COMMISSION 

CHICAGO, DULUTH AND GEORGIAN 
BAY TRANSIT CO. (GEORGIAN BAY 

LINE) ET AL. 

Security for Protection of the Public; 
Application for Casualty Certificate 

Notice Is hereby given that pursuant to 
the provisions of section 2, Public Law 
89-777 (80 Stat. 1357, 1358) and Federal 
Maritime Commission General Order 20, 
Amendment 2 (46 CFR Part .540) the 
following persons have applied to the 
Federal Maritime Commission for a Cer¬ 
tificate of Financial Responsibility to 
Meei Liability Incurred for Death or In¬ 
jury to Passengers or Other Persons on 
Voyages; 

Chicago, Duluth and Georgian Bay Tranalt 
Co. (Georgian Bay Line), 

H^Jeriaktlebolaget Clipper (Clipper 8 team- 
■hipOo.) (Clipper Lino), 
victoria steamship Co., Ltd. (Incre* Line). 
Cruise Linos. Ltd. 

N V. Nedcrlandech~Amerlkaan4cho Stoom- 
yaart-MaauchapplJ (Holland- A m e r 1 c a 

Line). 

Eurcpu-Canada Unte Ojnb-H., Bremen 
• uropo-Canada Line and ECL Shipping 

Aktieboiaget Svenaka Amortka Llnlen (Swed- 
American Lino). 


Grace Line. Inc. 

The Cunard Steam-Ship Co. Ltd. (Cunard). 
N.V. Mallschip Rotterdam (HoUand-America 
Line). 

Den norske Amerlkallnje A/8 (Norwegian 
America Line). 

"Italia” Societa* Per Adonl D1 Navigation© 
(Italian Lino). 

Homo Lines. Inc. (Home Lines). 

Delta Steamship Lines, Inc. (Delta Line). 
Compagnlc G e n e r a 1 e Transatlantique 
(French Line). 

Transatlantic Shipping Corp. and Trans¬ 
oceanic Navigation Corp. (Oreek Une). 
Giacomo Costa Fu Andrea (Costa Line) 
(Llnea ”C"). 

Moore McCormack Lines, Inc. 

Matson Navigation Co./The Oceanic Steam¬ 
ship Co. (Matson Lines). 

Aegean Cruises, S.A. and Unltours. Inc. 

(Aegean: Eplrotlkl Lines). 

The New Zealand Shipping Co . Ltd. 
JugOAlaven&ka UnljaXa pZovidba-Rijcka (Ju- 
golinlja; Yugollne). 

Compagnlc Francalse de Navigation (Paquet 
Lines). 

Canadian Pacific Railway Co. (Canadian 
Pacific). 

Oceanic Special Shipping Co., Ltd. 

The Indo China 8team Navigation Co., Ltd. 

Dated: May 19, 1967. 

Thomas Lisi, 

Secretary . 

|PR. Doc. 67-5784; Filed. May 23,' 1987; 
8:48 am. | 


HANSEATIC SCHIFFAHRTS-GESELL- 
SCHAFT m.b.H. & CO. ET AL. 

Security for Protection of tho Public; 
Issuance of Performance Certificate 

Notice is hereby given that pursuant 
to the provisions of section 3, Public Law 
89-777 (80 Stat. 1357. 1358) and Federal 
Maritime Commission General Order 20 
i46 CFR Part 540) that a Certificate of 
Financial Responsibility for Indemnifi¬ 
cation of Passengers for Nonperformance 
of Transportation has been Issued to the 
following: 

Hanseatic Schiffahria-Gcsollschaft m.bJf. 
Sc Co., Deutsche Atlnntlk SchllTuhru- 
GeaclUchaXt m.b.H Sc Co. (Hanseatic Line, 
Inc.) (German Atlantic Line) (GAL). 
Certificate No. P-46. Effect!v© date: May 
18. 1967. 

Council on International Educational Ex¬ 
change. Inc. (Council on Student Travel). 
Certificate No, P-47. Effective date: May 
18. 1907. 

Dated: May 19. 1967. 

Thomas List, 
Secretary . 

(Pit. Doc. 67-5765; Filed. May 23. 1967: 
8:48 am.) 


FEDERAL POWER COMMISSION 

(Docket No. CP07-3291 

COMMUNITY NATURAL GAS CO., 
INC., AND MIDWESTERN GAS 
TRANSMISSION CO. 

Notice of Application 

May 16. 1967. 

Take notice that on May 8. 1967, Com¬ 
munity Natural Gas Co., Inc. (Appli¬ 


cant), 111 North Main Street, Owens- 
vllle, Ind. 47565. filed In Docket No. 
CP67-329 an application pursuant to 
section 7(a) of the Natural Gas Act for 
an order of the Commission directing 
Midwestern Gas Transmission Co. (Re¬ 
spondent) to establish physical connec¬ 
tion of its transmission facilities with 
the facilities proposed to be constructed 
by Applicant and to sell and deliver to 
Applicant volumes of natural gas for re¬ 
sale and distribution in the community of 
Carlisle. Ind., all as more fully set forth 
in the application which is on file with 
the Commission and open to public 
inspection. 

Applicant proposes to construct and 
operate approximately 0.57 miles of 3- 
inch lateral transmission line extending 
due west from a point of Interconnection 
with Respondent's main transmission 
line to a point of connection with the 
proposed municipal distribution system 
at the town border of Carlisle. Ind. 

Applicant estimates the third year 
peak dally and peak annual natural gas 
requirements at 380 Mcf and 31,000 Mcf, 
respectively. 

Applicant estimates the total cost of 
the proposed facilities at approximately 
$98,000, said cost to be financed through 
the sale of common stock, a bank loan 
and cash from internal sources. 

Protests or petitions to intervene may 
be filed with the Federal Power Com¬ 
mission. Washington. D.C. 20426, in ac¬ 
cordance with the rules of practice and 
procedure (18 CFR 1.8 or 1.10) on or 
before June 12. 1967. 

Gordon M. Grant, 
Acting Secretary. 

(Fit. Doc. 67-5729; Filed, May 23. 1967; 

8:45 ajn.J 


(Docket No. CI64-1138| 

TEXACO, INC., ET AL. 

Notice of Petition To Amend 

May 16. 1967 

Take notice that on May 8. 1967, Tex¬ 
aco. Inc. (Operator), et al. (Petitioner), 
Post Office Box 52332, Houston. Tex. 
77052. filed in Docket No. CI64-1138 a 
petition to amend the order issuing a 
certificate of public convenience and 
necessity pursuant to section 7(c) of the 
Natural Gas Act in said docket by au¬ 
thorizing Petitioner to sell additional 
volumes of natural gas, all as more fully 
set forth In the petition which is on file 
with the Commission and open to public 
Inspection. 

Petitioner proposes to sell an addi¬ 
tional 4,000 Mcf of natural gas per day 
to El Paso Natural Oas Co. from the 
Fuller Gasoline Plant, Scurry County. 
Tex., at a total Initial rate of 15.74 cents 
per Mcf at 14.65 ps.i.a. pursuant to its 
FPC Gas Rate Schedule No. 328. Peti¬ 
tioner has submitted as a supplement 
to the related rate schedule a supple¬ 
mental agreement with the gas pur¬ 
chaser for the sale of the additional vol¬ 
umes. Petitioner agrees to accept a cer¬ 
tificate amendment which conforms to 
the provisions of the Commission's Opin¬ 
ion No. 468, 34 FPC 159, to the extent 


FEDERAL REGISTER, VOL 32, NO. 100—WEDNESDAY. MAY 24, 1967 







NOTICES 


7G04 

that such provisions are Judicially up¬ 
held or not further stayed. 

The subject petition has been filed un¬ 
der protest and Is conditioned by Peti¬ 
tioner upon a determination being made 
by the Commission that additional cer¬ 
tificate authorization Is required for the 
service proposed. Petitioner states that 
the proposed increase in sales and de¬ 
liveries of residue gas derived from cas¬ 
inghead gas results from a more rapid 
rate of production arising out of an in¬ 
crease in oil allowables. Petitioner sub¬ 
mits that the subject petition and rate 
schedule supplement pertain to the Iden¬ 
tical gas reserves from which sales were 
heretofore authorized in this docket in¬ 
asmuch ns the contract comprising Peti¬ 
tioner's FPC Gas Rate Schedule No. 328 
provides that the gas purchaser has the 
right to increase its dally takes and that 
upon commencement of the additional 
deliveries the contract volume previously 
in effect automatically will be increased 
by the amount of the additional volumes. 

Protests or petitions to Intervene may 
be filed with the Federal Power Com¬ 
mission. Washington. D.C. 20426. In ac¬ 
cordance with the r ules of practice and 
procedure <18 CFR 1.8 or 1.10) on or 
before June 12.1967. 

Gordon M. Grant. 

Acting Secretary. 

I P R. Doc. 67-8730: Piled. Mny 23. 1067; 

8:48 ajn.J 


SECURITIES AND EXCHANGE 
COMMISSION 

1812-21041 

GREAT AMERICAN INSURANCE CO. 

Notice of Filing of Application for 
Order Exempting Transaction Be¬ 
tween Affiliated Persons 

May 18. 1967. 

Notice is hereby given that Great 
American Insurance Co. ("Great Amer¬ 
ican") , 99 John Street. New’ York. N.Y. 
10038. a New York corporation, has filed 
an application pursuant to section 17(b) 
of the Investment Company Act of 1940 
("Act") for an order exempting from 
the provisions of section 17(a) of the 
Act a proposed purchase by Great Amer¬ 
ican from Insurance Securities Trust 
Fund ("Trust"), a registered open-end. 
diversified investment company, of 52.221 
shares of the capital stock of Peoples Life 
Insurance Co. ("Peoples Life"), a life 
insurance company Incorporated in the 
District of Columbia. All Interested per¬ 
sons are referred to the application on 
file with the Commission for a full state¬ 
ment of the representations made there¬ 
in. which are summarized below. 

As of December 31, 1966 Trust owned 
309,820 shares, or slightly less than 10 
percent, of the capital stock of Great 
American. Such ownership has not 
changed materially since that date. 
Great American is therefore an affiliated 
person of Trust within the meaning of 
section 2(a)(3) of the Act Trust also 


owms 52.221 shares, or approximately 4.1 
percent of the outstanding capital stock 
of Peoples Life. Great American repre¬ 
sents that there are no other relation¬ 
ships between Trust and either Great 
American or Peoples Life. 

8ection 17(a) of the Act, as here perti¬ 
nent, makes it unlawful for Great Ameri¬ 
can. an affiliate of Trust, to purchase 
from such registered Investment com¬ 
pany any security or other property un¬ 
less the Commission upon application 
pursuant to section 17(b) grants an 
exemption from the provisions of sec¬ 
tion 17(a) after finding that the terms 
of the proposed transaction. Including 
the consideration to be paid or received, 
are reasonable and fair and do not In¬ 
volve overreaching on the part of any 
person concerned and that the proposed 
transaction is consistent with the policy 
of the Trust and with the general pur¬ 
poses of the Act. 

Applicant represents that the $40 per 
share purchase price of the Peoples life 
stock was the asked price quoted on 
April 12, 1967, the day the arrangement 
was entered Into and negotiated at arm's 
length. Applicant also states that It is 
unlikely that the Trust could sell its 52.- 
221 shares of Peoples Life stock at a more 
favorable price since this block has no 
value from the standpoint of control In 
view of the large holdings of persons con¬ 
nected with the management of Peoples 
Life. In addition, applicant indicates 
that it would probably be unable to 
acquire a block of this size in the open 
market without causing an increase in 
price to a point where the investment 
could no longer be justified. 

The transaction is to be consummated 
within 20 days after issuance of the Com¬ 
mission's order pursuant to section 17(b). 

Notice is further given that any inter¬ 
ested person may, not later than June 5. 
1967 at 5:30 pm., submit to the Com¬ 
mission In writing a request for a hear¬ 
ing on the matter accompanied by a 
statement as to the nature of his Interest, 
the reason for such request, and the 
issues of fact or law proposed to be con¬ 
troverted, or he may request that he be 
notified if the Commission shall order a 
hearing thereon. Any such communica¬ 
tion should be addressed: Secretary, 
Securities and Exchange Commission. 
Washington, D.C. 20549. A copy of such 
request shall be served personally or by 
mall (airmail if the person being served is 
located more than 500 miles from the 
point of mailing) upon applicant at the 
address set forth above. Proof of such 
service (by affidavit or in case of an 
attorney at iaw f by certificate) shall be 
filed contemporaneously with the re¬ 
quest. At any time after said date, as 
provided by Rule 0-5 of the rules and 
regulations under the Act, an order dis¬ 
posing of the application herein may be 
Issued by the Commission upon the basis 
of the Information stated In the applica¬ 
tion, unless an order for hearing upon the 
application shall be issued upon request 
or upon the Commission’s own motion. 
Persons who request a hearing or advice 
as to whether a hearing is ordered, will 
receive notice of further developments in 


this matter, including the date of the 
hearing (if ordered) and any postpone¬ 
ments thereof. 

For the Commission (pursuant to dele¬ 
gated authority). 

[ seal 1 Or v al L. Du Bom, 

Secretary. 

|FJL Doc. 67-5737; Filed. Mny 23. I0G7; 
8:45 La] 


INTERAMERICAN INDUSTRIES, LTD. 

Order Suspending Trading 

May 18.1967 

It appearing to the Securities and Ex¬ 
change Commission that the summit: y 
suspension of trading in the capital stock 
of Interamerican Industries, Ltd., Cal¬ 
gary. Alberta. Canada, being traded In 
the United States otherwise than on a 
national securities exchange is required 
in the public Interest and for the protec¬ 
tion of investors: 

It is ordered . Pursuant to section 15(c) 
(5) of the Securities Exchange Act of 
1934, that trading in the United States 
in such securities otherwise than on a 
national securities exchange be sum¬ 
marily suspended, this order to be effec¬ 
tive for the period May 19. 1967. throu :h 
May 28. 1967. both dates inclusive. 

By the Commission. 

[seal] Orval L. DuBors. 

Secretary. 

(Fit, Doc. 67-5766: Filed. Mny 23. 1067; 

8; 48 A.m.1 

INTERSTATE COMMERCE 
COMMISSION 

[Notice 390| 

MOTOR CARRIER TEMPORARY 

AUTHORITY APPLICATIONS 

May 19.1967 

The following are notices of fllln: of 
applications for temporary authority un¬ 
der section 21 Da (a) of the Interstme 
Commerce Act provided for under the 
new rules of Ex Parte No. MC 67 < 49 CFR 
Part 340) published in the Federal Reg¬ 
ister, Issue of April 27, 1965, effective 
July 1. 1965. These rules provide that 
protests to the granting of an application 
must be filed with the field official named 
in the Federal Register publication, 
within 15 calendar days after the date of 
notice of the filing of the application Is 
published in the Federal Register, one 
copy of such protest must be served on 
the applicant, or its authorized repre¬ 
sentative. If any. and the protests most 
certify that such service has been made. 
The protest must be specific as to the 
sendee which such protestant can and 
will offer, and must consist of a simed 
original and six copies. 

A copy of the application Is on file, and 
can be examined at the Office of the Sec¬ 
retary. Interstate Commerce Commis¬ 
sion, Washington. D.C. and also In the 
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field office to which protests are to be 

tranfflattML 

Motor Carriers of Property 

No. MC 493 (8ub-No. 4 TA>. filed 
May 17, 1967. Applicant: HYMAN MO¬ 
TOR SERVICE CO., 425 South 6th 
Street, Quincy, HI. 62301. Applicant's 
representative: R. W. Burgess, 8514 
Midland Boulevard. St. Louis, Mo. 63114. 
Authority sought to operate as & com¬ 
mon ennier, by motor vehicle, over regu¬ 
lar routes, transporting: General com - 
modules (except those of unusual value, 
classes A and B explosives, household 
goods, commodities in bulk, and those 
requiring special equipment), serving 
the plantslte of Missouri Farmers Asso¬ 
ciation, Inc., adjacent to the Missouri 
Electric Co-Operative, near Palmyra, 
Mo,, as an off-route point in connection 
with applicant's authorized regular-route 
operations between Quincy. HI., and St. 
Louis, Mo., for 180 days. Supporting ship¬ 
per: Missouri Farmers Association, Inc., 
201 South Seventh. Columbia. Mo. 65201. 
Send protests to: Harold Jolliff, District 
Supervisor, Interstate Commerce Com¬ 
mission, Bureau of Operations. Room 
476, 325 West Adams Street, Springfield, 
Ill 62704. 

No. MC 114301 (Sub-No. 48 TA), 
filed May 17. 1967. Applicant: DELA¬ 
WARE EXPRESS CO., a corporation. 
Post Office Box 97, Elkton. Md. 21921. 
Applicant's representative: Chester A. 
Zyblut. 1522 K Street NW., Washington. 
DC. 20005. Authority sought to operate 
as l common carrier, by motor vehicle, 
over irregular routes, transporting: In¬ 
edible tallow, in bulk, from Berlin. McL, 
to points in Delaware, Virginia, West 
Virginia, New Jersey, and Pennsylva¬ 
nia 'except those points In New Jersey 
and Pennsylvania located within 100 
miles of Columbus Circle, N.Y.). and the 
District of Columbia, for 150 days. Sup¬ 
porting shipper: Ralston Purina Co., 
Checkerboard Square. Saint Louis, Mo. 
63199 (Roy H. Shipley, Poultry Prod¬ 
ucts Division. Traffic Manager). Bend 
protests to: Paul J. Lowry, District Su¬ 
pervisor. Bureau of Operations, Inter¬ 
state Commerce Commission. 206 Old 
Post Office Building, Salisbury, Md. 
21801 . 

No. MC 118290 (Sub-No. 5 TA>. filed 
May 17, 1967. Applicant: EDWARD P. 
PULLER, doing business as EDDIE FUL¬ 
LER, 2180A Northwest 23d Street. Miami, 

33142. Applicant's representative: 
Joe O. Fender. 802 Houston First Savings 
Building, Fannin at Capital. Houston. 
Tex. 77002. Authority sought to operate 
45 a common carrier, by motor vehicle, 
over Irregular routes, transporting: 
Groceries, not frozen, requiring refriger¬ 
ation in transit, from Miami. West Palm 
Beach, and Tampa. Fla., to Houston and 
Dallas. Tex., and Los Angeles and San 
Francisco, Calif., for 180 days. Support¬ 
ing Shippers: Mlavana Wholesale Co.. 
Inc - 1Q 31 Northwest 21st Street, Miami, 
fk 331 37; West Indies Food A Packing, 
JjJ®- 21 **> Northwest 10th Avenue. Miami. 

33152; and N. Polanco. Inc., 2177 
Northwest Eighth Avenue, Miami, Fla. 
3J127. Send protests to: Joseph B. 


Telchcrt. District Supervisor, Bureau of 
Operations, Interstate Commerce Com¬ 
mission. Room 1621, 51 Southwest First 
Avenue, Miami. Fla. 33130. 

No. MC 123067 (Sub-No. 60 TA). filed 
May 17. 1967. Applicant: MAM TANK 
LINES. INC.. Post Office Box 4174. North 
Station, Winston-Salem, N.C. 27105. Ap¬ 
plicant's representative: Frank C. 
Philips, Post Office Box 612, Winston- 
Salem, N.C. 27102. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Olivine, dry. In bulk, ir tank vehicles, 
from points In Jackson County. N.C., to 
points In Alabama, Georgia. Pennsyl¬ 
vania. and Tennessee, for 180 days. Sup¬ 
porting Shipper: E. J. Lavino A Co.. 
Division of International Minerals A 
Chemicals Corp.. Three Penn Center 
Plaza. Philadelphia, Pa. 19102. Send pro¬ 
tests to: Jack K. Huff, District Super¬ 
visor. Interstate Commerce Commission, 
Bureau of Operations, Room 206. 327 
North Tryon Street, Charlotte, N.C. 
28202. 

No. MC 123393 (Sub-No. 182 TA). filed 
May 17. 1967. Applicant: BILYEU RE- 
FRIOERATED TRANSPORT CORPO¬ 
RATION, 2105 East Dale. Post Office Box 
948, Commercial Station. Springfield, 
Mo. 65803. Applicant’s representative: 
David D. Brunson. Post Office Box 671. 
Oklahoma City. Okla. 73102. Authority 
sought to operate as a common carrier, 
by motor vehicle, over Irregular routes, 
transporting: Foodstuffs , from La Porte. 
Ind., to points in Missouri, Arkansas, 
Oklahoma, and Kansas, for 180 days. 
Supporting shipper: American Home 
Foods, Division of American Home Prod¬ 
ucts Corp.. 685 Third Avenue, New York, 
N.Y. 10017. Send protests to: John V. 
Barry, District Supervisor. Interstate 
Commerce Commission, Bureau of Oper¬ 
ations, 1100 Federal Office Building, 911 
Walnut Street, Kansas City. Mo. 64106. 

By the Commission. 

[seal) H. Neil O arson. 

Secretary . 

[F.R. Doc. 67-5768; Piled. Mny 23. 1967; 

8:48 am.| 


| Notice 447| 

MOTOR CARRIER ALTERNATE ROUTE 
DEVIATION NOTICES 

May 19.1967. 

The following letter-notices of pro¬ 
posals to operate over deviation routes 
for operating convenience only have been 
filed with the Interstate Commerce Com¬ 
mission, under the Commission's Devia¬ 
tion Rules Revised, 1957 (49 CFR 211.1 
(c)(8)) and notice thereof to all Inter¬ 
ested persons is hereby given as pro¬ 
vided In such rules (49 CFR 211.1(d) 
(4)). 

Protests against the use of any pro¬ 
posed deviation route herein described 
may be filed with the Interstate Com¬ 
merce Commission in the manner and 
form provided In such rules (49 CFR 
211.1(e)) at any time, but will not oper¬ 
ate to stay commencement of the pro¬ 
posed operations unless filed within 30 
days from the date of publication. 


Successively filed letter-noticea of the 
same carrier under the Commission's 
Deviation Rules Revised. 1957, wUl be 
numbered consecutively for convenience 
in identification and protests if any 
should refer to such letter-notices by 
number. 

Motor Carriers of Property 

No. MC 30504 (Deviation No. 6), 
TUCKER FREIGHT LINES, INC., 1415 
South Olive Street. South Bend. Ind. 
46621. filed May 5, 1967. Carrier proposes 
to operate as a common carrier, by motor 
vehicle, of general commodities, with 
certain exceptions, over a deviation route 
as follows: From Bristol. Ind., over Indi¬ 
ana Highway 120 to Junction Indiana 
Highway 13. thence over Indiana High¬ 
way 13 to Junction U8. Highway 131, 
thence over UB. Highway 131 to Junc¬ 
tion U.S. Highway 12, and return over 
the same route, for operating conven¬ 
ience only. The notice Indicates that 
the carrier presently authorized to trans¬ 
port the same commodities, over a per¬ 
tinent service route as follows: From 
Elkhart, Ind., over Indiana Highway 120 
to Junction Indiana Highway 15. thence 
over Indiana Highway 15 to the Indlana- 
Michlgan State line, thence over Mich¬ 
igan Highway 103 (formerly portion UB. 
Highway 131), to Junction U.S. Highway 
12 (formerly portion U8. Highway 112), 
thence over UB. Highway 12 to Somer¬ 
set Center, Mich., thence over unnum¬ 
bered highway (formerly portion UB. 
Highway 127) to Jackson. Mich., and re¬ 
turn over the same route. 

No. MC 33641 (Deviation No. 4). IML 
FREIGHT. INC., Post Office Box 2277. 
Salt Lake City, Utah 84110, filed May 8. 
1967. Carrier's representative: Marshall 
G. Berol, 100 Bush 8trcet, San Francisco. 
Calif. 94104. Carrier proposes to operate 
as a common carrier, by motor vehicle, 
of general commodities, with certain ex¬ 
ceptions. over a deviation route as fol¬ 
lows: From Junction UB. Highway 93 
and Interstate Highway 80N. north of 
Twin Falls, Idaho, over Interstate High¬ 
way 80N to Junction Interstate Highway 
15W. thence over Interstate Highway 
15W to Junction Interstate Highway 15. 
thence over Interstate Highway 15 to 
Pocatello, Idaho, and return over the 
same route, for operating convenience 
only. The notice indicates that the car¬ 
rier is presently authorized to transport 
the same commodities, over pertinent 
service routes as follows: (1) From 
Welser, Idaho, over UB. Highway 95 via 
Payette, Idaho, to Prultland, Idaho, 
thence over UB. Highway 30 to Ontario. 
Oreg., thence over UB. Highway 26 via 
Nyssa. Oreg., to junction UB. Highway 
20, thence over U.S. Highway 20 via 
Parma and Notus. Idaho, to Junction UB. 
Highway 30. thence over UB. Highway 
30 via Nampa. Meridian, Boise, Moun¬ 
tain Home, and Glenns Ferry. Idaho, to 
Bliss, Idaho, thence over Idaho High¬ 
way 24 via Gooding. Idaho, to Shoshone, 
Idaho, thence over UB. Highway 93 to 
Twin Falls, Idaho (also from Bliss over 
U S. Highway 30 via Buhl and Flier to 
Twin Falls), thence over UB. Highway 
30 to Burley. Idaho, thence over UB. 
Highway 303 via Malta and Strcvcll, 
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Idaho, and Snowvllle, Tremonton, and 
Bear River City. Utah, to Brigham City, 
Utah, (2) from Pocatello. Idaho, over 
UJ3. Highway 30N to Montpelier, Idaho. 
<3) from Salt Lake City. Utah, over UB. 
Highway 91 to Preston, Idaho, thence 
over Idaho Highway 34 to Junction UB. 
Highway 30N. thence over UB. Highway 
30N to Montpelier. Idaho (also, when 
Idaho Highway 34 is impassable due to 
weather condition, from Preston over 
UB. Highway 91 to Junction UB. High¬ 
way 30N. thence over UB. Highway 30N 
to Montpelier), thence over UB. High¬ 
way 89 to Paris, Idaho, and (3) from 
Afton, Wyo., over UB. Highway 89 to 
Alpine, Wyo.. thence over UB. Highway 
26 to Junction UB. Highway 191, thence 
over UB. Highway 191 to Pocatello. 
Idaho (also from Afton over UB. High¬ 
way 89 to Geneva. Idaho, thence across 
the Idaho-Wyoming State line to Wyo¬ 
ming Highway 89. thence over Wyoming 
Highway to Border. Wyo.. thence over 
UB. Highway 30N to Pocatello), and 
return over the same routes. 

No. MC 33641 (Deviation No. 5), IML 
FREIGHT. INC., Post Office Box 2277. 
8alt LAke City. Utah 84110, filed May 8, 
1967. Carrier's representative: Marshall 
G. Berol. 100 Bush Street. San Francisco, 
Calif. 94104. Carrier proposes to operate 
as a common carrier , by motor vehicle, 
of general commodities , with certain ex¬ 
ceptions. over a deviation route as fol¬ 
lows: From St. Louis, Mo., over Interstate 
Highway 55 to Chicago. Ill., and return 
over the same route, for operating rights 
convenience only, restricted to shipments 
moving to or from Denver, Colo., or 
points west thereof. The notice indicates 
that the carrier is presently authorized 
to transport the same commodities, over 
pertinent service routes as follows: (1) 
From Denver. Colo., over U.S. Highway 
36 to Smith Center. Kans., thence over 
U S. Highway 281 to Junction UB. High¬ 
way 24. thence over UB. Highway 24 to 
Kansas City. Mo„ thence over UB. High¬ 
way 50 to St. Louis, Mo., and (2) from 
Chicago, HI., over Alternate UB. High¬ 
way 30 to Junction UB. Highway 30. 
thence over UB. Highway 30 to Missouri 
Valley, Iowa, thence over Alternate US. 
Highway 30 to Council Bluffs. Iowa, 
thence over UB. Highway 6 to Hastings. 
Nebr.. thence over UB. Highway 34 to 
Brush. Colo., thence over UB. Highway 
6 to Denver. Colo., and return over '.he 
same routes. 

No. MC 33641 <Deviation No. 6). IML 
FREIGHT. INC.. Post Office Box 2277, 
Salt Lake City, Utah 84110, filed May 8. 
1967. Carrier’s representative: Marshall 
O Berol. 100 Bush Street. San Francisco. 
Calif. 94104. Carrier proposes to operate 
as a common carrier , by motor vehicle, 
of general commodities . with certain ex¬ 
ceptions, over a deviation route as 
follows: From St. Louis, Mo., over Inter¬ 
state Highway 70 to Junction Interstate 
Highway 75. thence over Interstate High¬ 
way 75 to Dayton. Ohio, and return over 
the same route, for operating conven¬ 
ience only. The notice indicates that the 
carrier is presently authorized to trans¬ 
port the same commodities, over a per¬ 
tinent service route as follows: From 
St. Louis. Mo., over UB. Highway 50 via 


NOTICES 

8hoals, Ind., to Cincinnati, Ohio, thence 
over US. Highway 25 (or Ohio Highway 
4) to Dayton. Ohio, and return over the 
same route. 

Motor Carrier or Passengers 

No. MC 1515 (Deviation No. 375) 
(Cancels Deviation No. 353), GREY¬ 
HOUND LINES, INC. (Southern Divi¬ 
sion). 219 East Short Street. Lexington. 
Ky. 40507, filed April 24. 1967. should be 
corrected to properly describe the access 
route as follows: From Cullman, Ala., 
over UB. Highway 278 to Junction Inter¬ 
state Highway 65. Published in the Fed¬ 
eral Register May 3. 1967. 

By the Commission. 

tsEAL] H. Neil Garson, 

Secretary. 

(PR. Doc. 67-5709; FUed. May 23. 1967; 
8:48 am ) 


NOTICE OF FILING OF MOTOR CAR¬ 
RIER INTRASTATE APPLICATIONS 

May 19. 1967. 

The following applications for motor 
common carrier authority to operate 
In intrastate commerce seek concur¬ 
rent motor carrier authorization in in¬ 
terstate or foreign commerce within 
the limits of the intrastate authority 
sought, pursuant to section 206(a)(6) 
of the Interstate Commerce Act. as 
amended October 15. 1962. These ap¬ 
plications are governed by Spe¬ 
cial Rule 1.245 of the Commission's 
rules of practice, published in the Fed¬ 
eral Register. Issue of April 11, 1963, 
page 3533, which provides, among other 
things, that protests and requests for 
information concerning the time and 
place of State Commission hearings or 
other proceedings, any subsequent 
changes therein, and any other related 
matters shall be directed to the State 
Commission with which the application 
is filed and shall not be addressed to or 
filed with the Interstate Commerce 
Commission. 

State Docket No. C-13718 (Amend¬ 
ment), filed March 3. 1967, published 
Federal Register Issue of April 26, 1967, 
amended May 10, 1967. and republished 
as amended this Issue. Applicant PAUL 
E. ARMS, doing business as SALINE 
CAB CO., 126 East Michigan. 8aline, 
Mich. 48176. Applicant's representative: 
Wilhelmina Boersma. 1600 First Federal 
Building. Detroit, Mich. 48226. Certif¬ 
icate of public convenience and necessity 
sought to operate a freight service as 
follows: Transportation of property . be- 
tw'een Saline and points within 2& 
miles thereof, and Manchester. Mich., 
and points within 1 mile thereof, on the 
one hand. and. on the other, points and 
places within 65 miles thereof, limited to 
shipments weighing not more than 1,000 
pounds, moving to a single consignee and 
moving in taxicabs, sports wagons, panel, 
or stake trucks. Both Intrastate and in¬ 
terstate authority sought 

HEARING: Thursday. June 8. 1967. at 
9:30 a.m., Michigan Public Service Com¬ 
mission, Lewis Cass Building. South Wal¬ 
nut Street, Lansing, Mich. 48913. Re¬ 


quests for procedural Information, in¬ 
cluding the time for filing protests, con¬ 
cerning this application should be ad¬ 
dressed to the Public 8ervice Commission 
of Michigan, Lewis Cass Building, Land¬ 
ing. Mich., and should not be directed to 
the Interstate Commerce Commission 
Note: The purpose of this republlcattcn 
Is to add "and points within 2% milrs 
thereof”, to the origin point of Saline, 
Mich. 

By the Commission. 

[sealI H. Neil Garson, 

Secretary 

(F.R Doc. 67-5770; Piled. May 23. 1967; 

8:46 Rjn.| 


(Notice 1064] 

MOTOR CARRIER APPLICATIONS AND 
CERTAIN OTHER PROCEEDINGS 

May 19. 1967 

The following publications are gov¬ 
erned by Special Rule 1.247 of the Com¬ 
mission's rules of practice, published In 
the Federal Register issue of April 20, 
1966, which became effective May 20, 

1966. 

The publications hereinafter set forth 
reflect the scope of the applications as 
filed by applicant, and may Include de¬ 
scriptions, restrictions, or limitations 
which are not in a form acceptable to 
the Commission. Authority which ulti¬ 
mately may be granted as a result of the 
applications here noticed will not neces¬ 
sarily reflect the phraseology set forth 
in the application as filed, but also will 
eliminate any restrictions which are not 
acceptable to the Commission. 

Applications Assigned for Oral Hearing 

MOTOR CARRIERS OF PROPERTY 

The below-listed applications are being 
republished primarily to clarify the com¬ 
modity description. In the applications 
as originally published, it might ha*»e 
appeared that applicants 9eek authority 
to transport iron and steel articles, in¬ 
cluding. but not limited to. the commodi¬ 
ties named in the original publication*. 
The applicants, however, seek authority 
to transport only the specific commodi¬ 
ties as set forth in the republicafcion be¬ 
low. w’hich are made of iron or steel The 
restriction, "in bales or bundles, weigh¬ 
ing 2,000 pounds or more each, which 
require the use of special equipment; ap¬ 
pearing in the applications, as filed, re¬ 
fers to the units that will make up a ship¬ 
ment and not to the shipment itself. The 
territorial authority sought by each ap¬ 
plicant remains the same as that sought 
In the applications as filed and origin ally 
published. The public's attention Is di¬ 
rected to the Special Footnote imme¬ 
diately following the republlcatlon of 
these applications. 

No. MC 4964 Bub-No. 35) (Republica- 
tion). filed February 27, 1967. published 
Federal Register issue of March 16. 

1967. Applicant: ROY L. JONES. INC, 
915 McCarthy Avenue. Post Office Box 
24128, Houston, Tex. 77029. Applicant s 
representative: Austin L. Hatchell, 1102 
Perry Brooks Building. Austin. Tex 
78701. 
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No. MC 10881 (Sub-No. 5), filed Feb¬ 
ruary 27, 1967, published Federal 

Register Issue of March 16, 1967. Appli¬ 
cant: CANYON TRUCKING CO., a 
corporation. Garden City Highway. Post 
Office Box 3106, Midland. Tex. 79704. 
Applicant's representative: Austin L. 
H.uchell, 1102 Perry Brooks Building, 
Austin. Tex. 78701. 

No. MC 13260 <Sub-No. 88), filed Feb¬ 
ruary 27. 1967, published Federal 

Register issue of March 16, 1967. Appli¬ 
cant: J. H. ROSE TRUCK LINE, INC.. 
5003 Jensen Drive, Post Office Box 16190, 
Houston, Tex. 77022. Applicant’s repre¬ 
sentative Thomas E. James. The 904 
Lavaca Building. Austin. Tex. 78701. 

No. MC 18099 (Sub-No. 5), filed 

February 27. 1967, published Federal 
Register issue of March 16, 1967. Appli¬ 
cant: ROLAND HELOT, AGNES MARIE 
HELDT. HERTHA L. HELDT, AND 
ROLAND HELDT, AGNES MARIE 
HELDT. HERTHA L. HELDT AND W. L. 
POWELL, TRUSTEES FOR GRACE 
ELAINE POGUE, MARY ANN DAVIS. 
DIANA RUTH HELDT. AND DAVID 
MICHAEL HELDT, doing business as 
HELDT BROTHERS. Post Office Drawer 
1130, Alice, Tex. Applicant’s representa¬ 
tive: Jerry Prestrldge, Post Office Box 
1148, Austin, Tex. 78767. 

No. MC 1921,? (Sub-No. 116), filed 
February 27. 1967, published Federal 
Register issue of March 23. 1967. Appli¬ 
cant: LEONARD BROS. TRUCKING 
CO.. INC., 2595 Northwest 20th Street. 
Post Office Box 52-602. Blscayne Annex. 
Miami. Fla. 33152. Applicant's represent¬ 
ative: Thomas E. James. The 904 Lavaca 
Building. Austin. Tex. 78701. 

No MC 22046 (Sub-No. 15). filed Feb¬ 
ruary 27. 1967. published Federal 

Register issue of March 16. 1967. Appli¬ 
cant: W. M. (BILLY) WALKER. INC., 
129 South Grimes 8treet, Hobbs. N. Mcx. 
M240. Applicant’s representative: Jerry 
Prestrldge, Post Office Box 1148, Austin, 
Tex 78767. 

No, MC 23618 (Sub-No. 12). filed 
March 2, 1967, published Federal 

Register issue of March 16. 1967. Appli¬ 
cant: McAlister truckino com¬ 
pany, a corporation. Post Office Box 
2377, Abilene, Tex. 79604. Applicant's 
representative: Ewell H. Muse, Jr., 415 
Perry Brooks Building, Austin, Tex. 
78701. 


No. MC 24583 (Sub-No. 13). filed 
March 20, 1967, published Federal 
Register issue o.“ April 6.1967. Applicant: 
RODNEY STEWART & TROY 
STEWART, a pa rtnership, doing business 
as FRED STEWART COMPANY. 129 
South Clay Street, Post Office Box 659, 
Magnolia, Ark, 71753. Applicant’s repre¬ 
sentative: Joe O. Fender. 802 Houston 
77002 SaVlnRS Buildin »' Houston, Tfex. 


No. MC 27662 (Sub-No. 9), filed Feb 
ruary 27, 1967, published Federal Reg 
Usue of March 16. 1967. Applicant 
rL A DAV1S TRANSPORT. INC., Pos 
^mce Box 9413, Beaumont Highway 
Houston, Tex. Applicant’s representa 
;V?i A Jerr y Brest ridge, Post Office Bo: 
1 H8, Austin Tex. 78767. 

No. MC 29805 (Sub-No. 10), filed Feb 
*u;iry 21 * 1967, published Fedkra 


Register issue of March 16. 1967. Appli¬ 
cant: GULF STATES TRUCK LINES, 
INC., 9101 Lin wood Avenue. Post Office 
Box 6090. Shreveport, La. 71106. Appli¬ 
cant’s representative: Jerry Pestridge, 
Post Office Box 1148, Austin. Tex. 78767. 

No. MC 30798 (Sub-No. 3). filed Feb¬ 
ruary 27, 1967. published Federal 

Register issue of March 23. 1967. Appli¬ 
cant: MILLER BROTHERS TRUCK 
LINE, INC., 901 Northeast 28th Street, 
Fort Worth, Tex. 76106. Applicant’s rep¬ 
resentative: Thomas E. James. The 904 
Lavaca Building. Austin, Tex. 78701. 

No. MC 31321 (Sub-No. 8). filed March 
20. 1967, published Federal Register 
Issue of April 6, 1967. Applicant: 

SOUTHWESTERN TRANSFER COM¬ 
PANY, INC.. 1730 Bassett Avenue, Post 
Office Box 1611, El Paso. Tex. 79948. Ap¬ 
plicant’s representative: Joe G. Fender. 
802 Houston First Savings Building, 
Houston, Tex. 77002. 

No. MC 32528 (Sub-No. 32). filed Feb¬ 
ruary 27. 1967, published Federal 

Register issue of March 23, 1967. Appli¬ 
cant: CECIL E. VALLEE. E. H. VALLEE. 
EFFIE VALLEE ALBAUGH. AND 
HELEN VALLEE WITHERS, doing busi¬ 
ness as UNION CITY TRANSFER. 1295 
Railroad Avenue, Beaumont, Tex. 77702. 
Applicant’s representative: John H* 
Benckensteln, 1350 Petroleum Building. 
Post Office Box 551, Beaumont, Tex. 
77704. 

No. MC 43867 <8ub-No. 19), filed 
February 27, 1967, published Federal 
Register issue of March 16, 1967. Appli¬ 
cant: ALTON LEANDER McALISTER. 
Post Office Box 2214, Wichita Falls, Tex. 
76307. Applicant's representative: James 
W. Hightower, 136 Wynnewood Profes¬ 
sional Building, Dallas. Tex. 75224. 

No. MC 56887 (Sub-No. 8). filed 
February 27, 1967, published Federal 
Register issue of March 16. 1967. Appli¬ 
cant: JESS EDWARDS, INC., Post Office 
Box 1091, Corpus Christi, Tex. 78403. 
Applicant’s representative: Jerry Prest- 
ridge. Post Office Box 1148. Austin, Tex. 
78767. 

No. MC 58311 (Sub-No. 15>. filed 
February 27, 1967, published Federal 
Register issue of March 23, 1967. Appli¬ 
cant: BALL BROS. TRUCKING COM¬ 
PANY. INC., 2330 East Main Street. 
Grand Prairie. Tex. 75050. Applicant's 
representative: James W. Hightower. 136 
Wynnewood Professional Building, 
Dallas, Tex. 75224. 

No. MC 60157 (Sub-No. 9). filed 
February 27, 1967, published Federal 
Register Issue of March 16. 1967. Appli¬ 
cant: C. A. WHITE TRUCKINO COM¬ 
PANY, INC., 4641 Greenville Avenue, 
Dallas, Tex. 75206. Applicant's repre¬ 
sentative: James W. Hightower. 136 
Wynnewood Professional Building, 
Dallas, Tex. 75224. 

No. MC 63792 (Sub-No. 12), filed 
February 27. 1967. published Federal 
Register issue of March 23. 1967. Appli¬ 
cant: TOM HICKS TRANSFER COM¬ 
PANY. INC.. Post Office Box 283, Harvey. 
La. 70058. Applicant's representative: 
Thomas E. James, The 904 Lavaca Build¬ 
ing, Austin, Tex. 78701. 

No. MC 72058 (Sub-No. 6), filed 
February 27, 1967, published Federal 


Register Issue of March 16. 1967. Appli¬ 
cant: HEARD & HEARD, INC., 115 East 
Vance. Post Office Box S, Refugio. Tex. 
78377. Applicant’s representative: Ben¬ 
ton Coop wood, The 904 Lavaca Building, 
Austin, Tex. 78701. 

No. MC 73165 <Sub-No. 231). filed 
February 27, 1967, published Federal 
Register issue of March 23. 1967. Appli¬ 
cant: EAGLE MOTOR LINES, INC., 830 
North 33d Street. Post Office Box 1348, 
Birmingham, Ala. 35201. Applicant’s rep¬ 
resentative: Thomas E. James. The 904 
Lavaca Building, Austin, Tex. 78701. 

No. MC 74321 (Sub-No. 30). filed Feb¬ 
ruary 27. 1967, published Federal Reg¬ 
ister issue of March 23, 1967. Applicant: 
B. F. WALKER, INC., 650 17th Street. 
Denver, Colo. 80202. Applicant's repre¬ 
sentative: Jerry Prestrldge, Post Office 
Box 1148, Austin. Tex. 78767. 

No. MC 77184 (Sub-No. 1). filed Feb¬ 
ruary 27, 1967, published Federal Reg¬ 
ister issue of March 30. 1967. Applicant: 
PAT BAKER. LESLIE BAKER, AND 
GLEN BAKER, a partnership, doing 
business ns PAT BAKER AND SONS. 
Post Office Box 475, Kingsbury, Tex. 
78638. Applicant’s representative: Aus¬ 
tin L. Hatchcll, 1102 Perry Brooks Build¬ 
ing. Austin. Tex. 78701. 

No. MC 79999 (Sub-No. 3), filed 
March 20, 1967, published Federal Reg¬ 
ister issue of April 6.1967. Applicant: E. 
JACK WALTON TRUCKING COM¬ 
PANY. a corporation. 13020 Sarah’s Lane, 
also Post Office Box 9789. Houston, Tex. 
77015. Applicant’s representative: Joe 
O. Fender, 802 First Houston Savings 
Building, Houston. Tex. 77002. 

No. MC 83539 (Sub-No. 204) (Republi¬ 
cation), filed February 6. 1967, and pub¬ 
lished in Federal Register Issues of Feb¬ 
ruary 24, 1967, and April 19, 1967. Appli¬ 
cant: C L H TRANSPORTATION CO.. 
INC., 1935 West Commerce Street, Dallas, 
Tex. 75222. Applicant’s representative: 
W. T. Brunson, 419 Northwest Sixth 
Street, Oklahoma City, Okla. 73102. 

No. MC 83835 (Sub-No. 54), filed Feb¬ 
ruary 27, 1967, published Federal Regis¬ 
ter issue of March 23, 1967. Applicant: 
WALES TRUCKING COMPANY, a cor¬ 
poration, Post Office Box 6186. Dallas, 
Tex. 75222, also 905 Myers Road, Grand 
Prairie, Tex. Applicant’s representative: 
James W. Hightower. 136 Wynnewood 
Professional Building, Dallas, Tex. 75224. 

No. MC 85557 (Sub-No. 3> • Republics- 
tion). filed January 9, 1967, published 
Federal Register issues of February 9. 
1967, and April 12.1967. Applicant: PAUL 
MUSSLEWHITE, Post Office Box 847. 
Levelland, Tex. 79336. Applicant's repre¬ 
sentative: Alvin R. Allison. 719 Houston 
Street. Levelland. Tex. 79336. 

No. MC 85715 (Sub-No. 5), filed Feb¬ 
ruary 27. 1967, published Federal 

Register issue of March 16. 1967. Appli¬ 
cant: J. V. HARRISON TRUCK LINE8, 
INC.. Post Office Box 15057. Houston, Tex. 
77020. Applicant’s representative: Don 
Felts, The 904 Lavaca Building. Austin, 
Tex. 78701. 

No. MC 85811 (8ub-No. 2), filed 
March 20, 1967. published Federal 

Register issue of April 6,1967. Applicant: 
AMSCO TRANSPORTATION, INC., 
10560 Mykawa Road, Houston, Tex. 
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77048. also Post Office Box 14147. 
Houston. Tex. Applicants representative: 
Joe O. Fender. 802 Houston First Savings 
Building. Houston. Tex. 77002. 

No. MC 93318 (Sub-No. 15 >. filed 
March 2. 1967, published Federal 

Register Issue of March 23. 1967. Appli¬ 
cant: JOE D. HUGHES. INC.. Post Office 
Box 2143, Houston, Tex. Applicant's 
representative: Ewell H. Muse, Jr.. 415 
Perry Brooks Building, Austin, Tex. 
78701. 

No MC 93884 (Sub-No. 4), filed 
March 23. 1967, published Federal 

Register issue of April 6. 1967. Appli¬ 
cant: FRANK C. 6TRECH TRUCKING 
CO., Box 2082, 2728 East Pearl. Odessa. 
Tex. 79760. Applicant's representatlve: 
Dan Felts. The 904 Lavaca Building. 
Austin, Tex. 78701. 

No. MC 96719 (Sub-No. 2). filed 
February 27. 1967, published Federal 
Register issue of March 23. 1967. Appli¬ 
cant: THRASHER TRUCKING COM¬ 
PANY, a corporation. Post Office Box 116. 
Monahans. Tex. 79756. Applicant’s repre¬ 
sentative: Benton Coopwood. The 904 
Lavaca Building. Austin, Tex. 78701. 

No. MC 97068 (Sub-No. 6). filed 
February 27. 1967. published Federal 
Register Issue of March 23. 1967. Appli¬ 
cant: H. S ANDERSON TRUCKING 
COMPANY, a corporation. Highway 69. 
Post Office Box 3656. Port Arthur. 
Tex. 77640. Applicant's representative: 
Thomas E. James, The 904 Lavaca Build¬ 
ing. Austin, Tex. 78701, 

No. MC 97944 (Sub-No. 5). filed Feb¬ 
ruary 27, 1967, published Federal 

Register issue of March 16, 1967. Appli¬ 
cant: LANES BROTHERS TRUCKING 
COMPANY, a corporation, Post Office 
Box 1827, San Angelo, Tex. 76902. Appli¬ 
cant's representative: Austin L. Hatcholl, 
1102 Perry Brooks Building. Austin. Tex. 
78701. 

No. MC 98289 (Sub-No. 2), filed April 
19. 1967. published Federal Reg ister 
Issue of May 4, 1967. Applicant: RITE¬ 
WAY TRANSPORT, INC., 4030 East 
Magnolia, Post Office Box 12163, Phoenix, 
Arlz. 85034 

No. MC 98334 «Sub-No. 2>. filed Feb¬ 
ruary 27. 1967, published Federal 

Register Issue of March 16. 1967. Appli¬ 
cant: INDUSTRIAL TRANSIT SERV¬ 
ICE. a corporation, 3203 Pluto, Dallas, 
Tex. 75212. Applicant's representative: 
James W. Hightower. 136 Wynncwood 
Professional Building, Dallas. Tex. 75224. 

No. MC 98649 (Sub-No. 4), filed 
February 27. 1967. published Federal 
Register Issue of March 23, 1967. Appli¬ 
cant: BUCKALOO TRUCKING COM¬ 
PANY. a corporation. Post Office Box 
570. Kenedy, Tex. 78119. Applicant's rep¬ 
resentative: Austin L. Hatchell. 1102 
Perry Brooks Building. Austin, Tex. 
78701. 

No. MC 98868 (Sub-No. 3), filed 
February 27, 1967, published Federal 
Register issue of March 16. 1967. Appli¬ 
cant: R. R. KENNEDY TRUCKING. 
INC., Post Office Drawer K. McCamey. 
Tex. 79752. Applicant's representative: 
Jerry Prestridge, Post Office Box 1148. 
Austin. Tex. 78767. 

No. MC 99214 <Sub-No. 4). filed Feb¬ 
ruary 27, 1967, published Federal 


Register issue of March 16. 1967. Appli¬ 
cant: PATTERSON TRUCK LINE, INC.. 
600 Roosevelt 8treet. Post Office Box 70, 
Houma, La. Applicant's representative: 
Thomas E. James. The 904 Lavaca Build¬ 
ing, Austin. Tex. 78701. 

No. MC 99365 <8ub-No. 3), filed Feb¬ 
ruary 27, 1967, published March 16, 
1967. Applicant: SHORTY HALL RIG 
CO., INC., Post Office Box 2429. Odessa, 
Tex. 79760. Applicant's representative: 
George Fowler, 520 North Lee, Odessa. 
Tex. 79760. 

No. MC 99753 tSub-No. 2), filed Feb¬ 
ruary 27, 1967. published March 16. 
1967. Applicant: CLYDE C. DENT, 106 
Knight Hurst, Ennis, Tex. Applicant's 
representative: Albert G. Walker, 304 
Capital National Bank Building, Austin, 
Tex. 78701. 

No. MC 102162 «Sub-No. 4>, filed 
March 23, 1967, published Federal Reg¬ 
ister issue of April 12, 1967. Applicant: 
RED ARROW HEAVY HAULING. INC., 
Post Office Box 1897. San Antonio. Tex. 
78206. Applicant's representative: Wal¬ 
lace H. Nations. The 904 Lavaca Build¬ 
ing. Austin. Tex 78701. 

No. MC 103060 (Sub-No. 24>, filed 
February 27. 1967. published Federal 
Register issue of March 23, 1967. Appli¬ 
cant: STONE TRUCKING COMPANY, 
a corporation. Post Office Box 2014, 
Tulsa. Okla. 74101. Applicant’s repre¬ 
sentative: Austin L. Hatchell. 1102 Perry 
Brooks Building, Austin, Tex. 

No. MC 105984 (Sub-No. 8). filed Feb¬ 
ruary 27, 1967, published Federal Reg¬ 
ister issue of March 23, 1967. Applicant: 
JOHN B. BARBOUR. JR., doing business 
as JOHN B. BARBOUR TRUCKING 
COMPANY. Post Office Box 577. Iowa 
Park, Tex. 76367. Applicant’s representa¬ 
tive: James W. Hightower, 136 Wynne- 
wood Professional Building, Dallas, Tex. 
75224. 

No. MC 106407 (Sub-No. 23). filed Feb¬ 
ruary 27. 1967, published Federal Reg¬ 
ister Issue of March 23. 1967. Applicant: 
T. E. MERCER TRUCKING. CO., a cor¬ 
poration. Post Office Box 1809, Fbrt 
Worth, Tex. Applicant’s representative: 
Reagan Sayers. Century Life Building. 
Post Office Drawer 17007, Fort Worth, 
Tex. 76102. 

No. MC 106497 (Sub-No. 36). filed 
April 13. 1967. published Federal Regis¬ 
ter issue April 27. 1967. Applicant: 
PARKHILL TRUCK COMPANY, a cor¬ 
poration, 4219 South Memorial. Tulsa. 
Oklo. Applicant’s representative: Tom 
B. Kretsinger. 450 Professional Building. 
Kansas City, Mo. 64106. 

No. MC 106509 (Sub-No. 20). filed 
March 2. 1967, published Federal Regis¬ 
ter issue of March 23. 1967. Applicant: 
YOUNGER TRANSPORTATION, INC.. 
Past Office Box 14066. Houston. Tex. 
77021. Applicant's representative: Ewell 
H. Muse. Jr., 415 Perry Brooks Building. 
Austin, Tex. 78701. 

No. MC 106623 (Sub-No. 10). filed Feb¬ 
ruary 27. 1967, published Federal Regis¬ 
ter Issue of March 16. 1967. Applicant: 
SOUTHWEST OILFIELD TRANSPOR¬ 
TATION CO., a corporation. Post Office 
Box 7427. Houston. Tex. 77008. Appli¬ 
cant's representative: Jerry Prestridge, 
Post Office Box 1148. Austin, Tex. 78767. 


No. MC 106644 (Sub-No. 78). filed Feb- 
ruary 27, 1967, published Federal 

Register issue of March 16. 1967. Appli¬ 
cant: SUPERIOR TRUCKING COM¬ 
PANY. INC . 2770 Peyton Road NW . Pom 
O ffice Box 17050, Chattahoochee Station, 
Atlanta. Ga. 30321. Applicant's repre¬ 
sentative: Thomas E. James, The 904 
Lavaca Building, Austin, Tex. 78701 

No. MC 106775 (Sub-No. 22) (Correc¬ 
tion). filed February 27. 1967, published 
Federal Register issues of March 16 , 
1967. and March 23. 1967. Applicant: 
ATLAS TRUCK LINE. INC., Post Office 
Box 9848. Houston, Tex. 77015. Appli¬ 
cant's representative: James W. High¬ 
tower, 136 Wynncwood Professional 
Building. Dallas, Tex. 75224. 

No. MC 106941 (Sub-No. 4). filed Feb¬ 
ruary 27. 1967, published Federal 

Register issue of March 23. 1967. Appli¬ 
cant: WILLIAM H. OTT. doing busing 
as TEXAS HOT SHOT COMPANY. 3815 
Irvington Boulevard, Post Office Box 
8587. Houston, Tex. 77009. Applicants 
representative: Thomas E. James. The 
904 Lavaca Building, Austin, Tex 78701 . 

No. MC 107322 (Sub-No. 93). filed Feb¬ 
ruary 27. 1967, published Federal 

Register issue of March 16. 1967. Appli¬ 
cant: BELL TRANSPORTATION COM¬ 
PANY, a corporation, 1406 Hays 8treet, 
Post Office Box 8598. Houston. Tex. 77009 . 
Applicant's representative: Thorns E 
James. The 904 Lavaca Building. Austin 
Tex. 78701. 

No. MC 107678 (Sub-No. 39). filed 
March 20. 1967, published Federal 

Register issue of March 30. 1967. Appli¬ 
cant: HILL k HILL TRUCK LINE. INC, 
13019 Sarah Lane, Post Office Box 9698 . 
Houston, Tex. 77015. Applicant’s repre¬ 
sentative: Joe G. Fender. 802 Houston 
First Savings Building. Houston. Tex, 
77002. 

No. MC 107993 <8ub-No. 14>. filed Feb¬ 
ruary 27. 1967. published March 16 . 
1967. Applicant: J. J. WILLIS TRUCK¬ 
ING COMPANY, a corporation. Post 
Office Box 2112, Odessa, Tex. 79766 
Applicant's representative: Thomas E. 
James. The 904 Lavaca Building, Austin. 
Tex. 78701. 

No. MC 108942 <Sub-No. 4). filed Feb¬ 
ruary 27, 1967. published Federal 

Register issue of March 16. 1967. Appli¬ 
cant: C. G. TODD TRUCKING COM- 
PANY, a corporation, Post Office Box 
13734. Dallas, Tex., also 4828 West 
Illinois Avenue, Dallas. Tex. Applicants 
representative: James W. Hightower 136 
Wynnewood Professional Building. 
Dallas, Tex. 75224. 

No. MC 109064 < Sub-No. 16). filed Feb¬ 
ruary 27. 1967, published Federal 

Register issue of March 23, 1967. Appli¬ 
cant: TEX-O-KA-N TRANSPORTA¬ 
TION COMPANY. INC., Post Office R * 
8367, 3301 Southeast Loop 820. Foil 
Worth. Tex. 76112. Applicant's repre¬ 
sentative: Reagan Sayers, Century Life 
Building, Post Office Drawer 17007. Fort 
Worth, Tex. 76102. 

No. MC 110817 (Sub-No. 13). filed 
February 27. 1967, published Federal 
Register issue of March 23, 1967. Appli¬ 
cant: E. L. FARMER k COMPANY, » 
corporation, 300 South Grant, Post Office 
Box 3512, Odessa. Tex. Applicant’s rep- 
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resents live: Jerry Prestridge, Post Office 
Box 1148. Austin. Tex. 78787; 

No. MC 111412 (Sub-No. 6). filed Feb¬ 
ruary 27. 1967, published Federal 

register Issue of March 23. 1967. Appli¬ 
cant: J. I. HATLEY. INC.. Navigation 
Boulevard. Post Office Box 1919, Corpus 
Christ!. Tex. 78403. Applicant’s repre¬ 
sentative: Jerry Prestridge, Post Office 
Bux 1148, Austin, Tex. 78767. 

No. MC 113459 (Sub-No. 40). filed 
February 27. 1967, published Federal 
Register Issue of March 23, 1967. Appli¬ 
cant: H. J JEFFRIES TRUCK LINE, 
INC., Post Office Drawer 94850. Okla¬ 
homa City, Okla. 73109. Applicant’s rep¬ 
resentative: James W. Hightower. 136 
Wyrmewood Professional Building, Dal¬ 
las. Tex. 75224. 

No. MC 115186 (Sub-No. 6). filed Feb¬ 
ruary 27. 1967. published Federal Regis¬ 
ter issue of March 23, 1967. Applicant: 
RAY E. RAMSEY, doing business as 
RAMSEY TRUCKING COMPANY. 1273 
Sheffield. Post Office Box 9631, Houston. 
Tex. 77015. Applicant’s representative: 
Thoma s E. James, The 904 Lavaca Build¬ 
ing, Austin. Tex. 78701. 

No. MC 115603 (Sub-No. 9), filed Feb¬ 
ruary 27, 1967, published Federal Reg¬ 
ister issue of March 16.1967. Applicant: 
TURNER BROS TRUCKING COM¬ 
PANY, INC. 5501 South Hattie. Okla¬ 
homa City. Okla 73109. Applicant’s rep¬ 
resentative: James W. Hightower. 136 
Wyrmewood Professional Building, Dal¬ 
las. Tex. 75224. 

No. MC 119176 (Sub-No. 4). filed 
March 20, 1967, published Federal Reg¬ 
ister Issue of March 30. 1967. Applicant: 
THE SQUAW TRANSIT COMPANY, a 
corporation, 5121 South 49 West Avenue, 
Post Office Box 9415, Tulsa, Okla. 74107. 
Applicant’s representative: Joe O. Fend¬ 
er, 802 Houston First Savings Building, 
Houston. Tex, 77002. 

No. MC 119774 (Sub-No. 8). filed Feb¬ 
ruary 27, 1967, published Federal Regis¬ 
ter issue of March 23, 1967, Applicant: 
MARY ELLEN STIDHAM. N. M. STID¬ 
HAM. A E MANKINS. JAMES E. MAN- 
KINS. SR , a partnership, doing business 
os EAGLE TRUCKING COMPANY. Post 
Office Box 471. Kilgore. Tex. 75662. Ap¬ 
plicant’s representative: James W. High¬ 
tower, 136 Wynnewood Professional 
Building. Dallas, Tex, 75224. 

No. MC 119897 (Sub-No. 10). filed Feb¬ 
ruary 27. 1967. published March 16. 1967. 
Applicant: GREAT WESTERN MOTOR 
UNES. INC.. Post Office Box 987, 4601 
Avenue H, Rosenberg, Tex. 77471. Appli¬ 
cant’s representative: George Fowler, 520 
North Lee, Odessa. Tex. 79760. 

No. MC 119908 (Sub-No. 3), filed 
j April 19. 1967. published Federal Reo- 
i&sue May 11, 1967. Applicant: 
WESTERN LINES. INC.. Post Office Box 
1145. 3523 North McCarty. Houston. Tex. 
p'001. Applicant’s representative: Clar¬ 
ence D Todd, 1825 Jefferson Place NW.. 
V. ashington, D.C. 20036. 

No MC 120031 «Sub-No. 2). filed 
March 20. 1967. published April 6. 1967. 
Applicant: WOODARD TRUCKING 
JUMP ANY, a corporation. 1620 Enid, 
Box 8647, Houston. Tex. 
p' U( 7* Applicant’s representative: Joe O. 
fender. 802 Houston First Savings Build¬ 
ing. Houston. Tex. 77002. 


No. MC 120228 (Sub-No. 3). filed Feb¬ 
ruary 27. 1967, published March 16. 1967. 
Applicant: TRANS WESTERN AIR¬ 
PORT. INC.. Post Office Box 490. 1111 
Redondo Avenue, Odessa. Tex. 79760. 
Applicant’s representative: Reagan Say¬ 
ers, Century Life Building. Post Office 
Drawer 17007. Fort Worth. Tex. 76102. 

No. MC 120257 (Sub-No. 7), filed Feb¬ 
ruary 27. 1967, published Federal Reg¬ 
ister Issue of March 23. 1967. Applicant: 
K. L. BREEDEN & SONS. INC., 410 
Alamo 8treet, Terrell. Tex. Applicant’s 
representative: James W. Hightower. 136 
Wynnewood Professional Building. Dal¬ 
las. Tex. 75224. 

No. MC 120316 (Sub-No. 2). filed Feb¬ 
ruary 27. 1967, published Federal Reg¬ 
ister issue of March 16, 1967. Applicant: 
WALTON TRANSPORTATION COM¬ 
PANY. INC., 13020 Sarah’s Lane. Post 
Office Box 9787, Houston. Tex. 77015. Ap¬ 
plicant’s representative: Joe O. Fender, 
802 Houston First Savings Buildings, 
Houston. Tex. 77002. 

No. MC 120633 (Sub-No. 3). filed 
March 23, 1967. published Federal 

Register Issue of April 6. 1967. Appli¬ 
cant: SPECIALIZED CARRIERS INC., 
310 South 12th Street. Waco. Tex. Appli¬ 
cant's representative: Wallace H. Na¬ 
tions. The 904 Lavaca Building, Austin, 
Tex. 78701. 

No. MC 120851 (8ub-No. 2), filed Feb¬ 
ruary 27. 1967, published Federal 

Register Issue of March 16, 1967. Appli¬ 
cant: BLASCHKE TRUCKING COM¬ 
PANY. a corporation. 6242 Hurst, 
Houston, Tex. 77008. Applicant’s repre¬ 
sentative: James W. Hightower. 136 
Wynnewood Professional Building. 
Dallas. Tex. 75224. 

No. MC 121201 (Sub-No. 2). filed Feb¬ 
ruary 27, 1967, published Federal 

Register Issue of March 16. 1967. Appli¬ 
cant: L. D. COOPER TRUCKING & 
CONTRACTING. INC., 7725 Parkhurst 
Street. Houston, Tex. 77028. Applicant’s 
representative: Jerry Prestridgc. Post 
Office Box 1148, Austin, Tex. 78767. 

No. MC 121423 (Sub-No. 2). filed 

March 20, 1967, published Federal Reg¬ 
ister Issue of April 6, 1967. Applicant: 
BOYD NAEGELI. INC . 1107 Jackson, 
South Houston. Tex. 77587. Applicant’s 
representative: Joe G. Fender, 802 
Houston First Savings Building. Houston, 
Tex. 77002. 

No. MC 121424 (Sub-No. 2), filed Feb¬ 
ruary 27, 1967. published Federal Reg¬ 
ister Issue of March 23, 1967. Applicant: 
DAL-HAR DISTRIBUTING COMPANY. 
INC.. 1517 Briarcrest, Dallas, Tex. 75224. 
Applicant’s representative: James W. 
Hightower. 136 Wynnewood Professional 
Building. Dallas, Tex. 75224. 

No. MC 128901, filed February 27. 1967. 
published Federal Register issue of 
March 16, 1967. Applicant: TEXAS 
TRANSPORT. INC., 6637 West Com¬ 
merce 8treet, San Antonio, Tex. 78237. 
Applicant's representative: Benton Coop- 
wood. The 904 Lavaca Building, Austin. 
Tex. 78701. 

No. MC 128908. filed February 27, 1967, 
published Federal Register issue of 
March 23. 1967. Applicant: WALTER 
PITTS. INC., Post Office Box 14534, San 
Antonio. Tex. Applicant's representative: 
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Albert G. Walker. 304 Capital National 
Bank Building. Austin. Tex. 78701. 

No. MC 128949. filed March 20. 1967, 
published Federal Register Issue of 
April 13. 1967. Applicant: BIGGS OF 
TEXAS, INC., 8110 La Porte Road. Hous¬ 
ton. Tex. 77012. Applicant's representa¬ 
tive: Joe G. Pender, 802 Houston First 
Savings Building. Houston, Tex. 77002. 

Authority sought to operate as a com¬ 
mon carrier . by motor vehicle, over Irreg¬ 
ular routes, transporting: (1) The fol¬ 
lowing Iron or steel articles to wit: Ptafej. 
posts . ancles, forms, sheets . rounds, 
channels, beams, ingots, piling , billets, 
blooms, reinforcing rods. bars, wire mesh 
and ptpe , In bales or bundles, weighing 
2.000 pounds or more each, which require 
the use of special equipment; and (2) the 
following Iron or steel articles to wit: 
Sheets, beams, plates, and coils . weigh¬ 
ing 2,000 pounds or more each, requiring 
the use of special equipment. 

Special Footnote: The above repub¬ 
lication reflects the scope of the applica¬ 
tions as filed by applicants. The Special 
Notice set forth above applies with re¬ 
spect to this republlcatlon in the same 
manner as to Initial publication. 

By the Commission. 

I seal ] H. Neil Garson, 

Secretary. 

|FJL Doc. 67-5771: Filed. May 23, 1967; 

8:43 am. | 


[Notice 1065] 

MOTOR CARRIER APPLICATIONS AND 
CERTAIN OTHER PROCEEDINGS 

May 19.1967. 

The following publications arc gov¬ 
erned by Special Rule 1.247 of the Com¬ 
mission’s rules of practice, published in 
the Federal Register Issue of April 20. 
1966. which became effective May 20, 
1966. 

The publications hereinafter set forth 
reflect the scope of the applications as 
filed by applicant, and may Include de¬ 
scriptions. restrictions, or limitations 
which are not In a form acceptable to 
the Commission. Authority which ulti¬ 
mately may be granted as a result of the 
applications here noticed will not neces¬ 
sarily reflect the phraseology set forth in 
the application as filed, but also will 
eliminate any restrictions which arc not 
acceptable to the Commission. 

Applications Assigned for Oral Hearing 

MOTOR CARRIERS OF PROPERTY 

No. MC 125722 <8ub-No. 1) (Republi- 
catlon) , filed February 3. 1963, published 
Federal Register issues of October 25. 
1963, and January 31. 1964. under MC- 
FC-65666, and republished this issue. 
Applicant: GREAT WESTERN PACK¬ 
ERS EXPRESS. INC., 5151 York Road, 
Post Office Box 16886, Denver, Colo. Ap¬ 
plicant's representative: Charles W. 
Singer. Tower Suite 3600. 33 North La 
Salle Street. Chicago. Ill. 60602. In No. 
MC 125722 (Sub-No. 3) and No. MC 
125722 (Sub-No. 6). by a consolidated 
order entered March 30. 1965, the Com¬ 
mission. Operating Rights Board No. I, 
authorized the issuance to applicant of a 
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certificate to transport meats, meat prod¬ 
ucts. meat byproducts and articles dis¬ 
tributed by meat packinghouses, as de¬ 
scribed in sections A and C of appendix I 
to the report in Descriptions in Motor 
Carrier Certificates. 61 M.C.C. 209. 766. 
and dairy products, from Denver. Colo¬ 
rado Springs, and Pueblo. Colo., to 
Phoenix, Tucson, and Prescott, Ariz., 
subject to the coincidental cancellation 
of that part of applicant's certificate No. 
MC 125722 (Sub-No. 1). dated Feb¬ 
ruary 8. 1965. which authorized the 
transportation of packinghouse products 
and dairy products; and that, pursuant 
to the said order, certificate No. MC 
125722 (Sub-No. 1>. dated June 1, 1965. 
was issued to applicant, superseding and 
canceling certificate No. MC 125722 
<8ub-No, 1), dated February 8. 1965. as 
modified by the said order. 

Certificate No. MC 125722 (Sub-No. 1). 
dated February 8. 1965. authorized 

among other things the transportation of 
packinghouse products and dairy prod¬ 
ucts from Denver. Colo., to Tucson. Ariz.. 
over a described regular route, serving 
the Intermediate points of Colorado 
Springs and Pueblo. Colo., and Prescott 
and Phoenix, Ariz.; and that the purpose 
of the applications in No. MC 125722 
i Sub-Nos. 3 and 6), was to convert appli¬ 
cant's regular-route authority as to pack¬ 
inghouse products and dairy products 
into corresponding irregular-route au¬ 
thority. By petition filed April 6. 1967, 
applicant submitted additional informa¬ 
tion indicating that it did not intend to 
convert to Irregular-route authority that 
portion of its regular-route authority 
from Denver to Pueblo. Colo., but that 
through inadvertance such intention was 
not brought to the attention of the Com¬ 
mission. or interested parties, at the time 
of filing such applications; therefore, ap¬ 
plicant seeks modification of certificate 
No. MC 125722 <Sub-No. 1). dated June 1, 
1965, so as additionally to authorize the 
transportation, over regular routes, of 
packinghouse products and dairy prod¬ 
ucts, from Denver. Colo., to Pueblo, Colo., 
over U.8. Highway 85, serving the inter¬ 
mediate point of Colorado Springs, Colo. 

A Supplemental Order of the Commis¬ 
sion, Operating Rights Board No. 1, dated 
May 9. 1967. and served May 15. 1967, 
as modified, finds that while regular- 
route authority is sought In the subject 
petition, a grant of irregular-route au¬ 
thority as set forth below would be more 
appropriate in the present circumstances 
and in view of the limited commodities 
sought to be transported; compare 
Transportation Activities. Brady Trans¬ 
fer & Storage Co., 47 M.C.C. 23; and 
Motor Common Carriers of Property — 
Routes and Service. 88 M.C.C. 415. That 
certificate No. MC 125722 (8ub-No. 1), 
dated June 1. 1965. be, and it is hereby, 
modified, by adding at Sheet 2. after the 
restriction appearing at lines 15-18 
thereof, the following: Packinghouse 
products and dairy products. (1) from 
Denver. Colo., to Colorado Springs, and 
Pueblo, Colo., and (2) from Colorado 
Springs, Colo., to Pueblo. Colo.; that ap¬ 
plicant is fit, willing, and able properly 
to perform such service and to conform 


to the requirements of the Interstate 
Commerce Act and the Commission s 
rules and regulations thereunder. Be¬ 
cause it is possible that other parties, 
who have relied upon the notice of the 
above-described applications, may have 
an interest in and would be prejudiced 
by the lack of proper notice of the modi¬ 
fication of said certificate In this order, 
a notice of such modification will be pub¬ 
lished in the Federal Register and is¬ 
suance of a modified certificate will be 
withheld for a period of 30 days from 
the date of such publication, during 
which period any proper party in interest 
may file an appropriate petition for leave 
to Intervene in this proceeding setting 
forth in detail the precise manner in 
which it has been so prejudiced. 

Notice of Filing or Petitions 

No. MC 42487 (Sub-No. 578) (Notice 
of Filing of Petition for Interpretation 
of Certificate), filed April 25. 1967. Peti¬ 
tioner: CONSOLIDATED FREIGHT- 
WAYS CORPORATION OF DELA¬ 
WARE. Menlo Park. Calif. Petitioner's 
representatives: Eugene T. Lilpfert and 
Ronald B. Natalie. 1035 Universal Build¬ 
ing North, 1875 Connecticut Avenue 
NW.. Washington. D.C. 20009. Petitioner 
states that it holds authority to trans¬ 
port general commodities, in No. MC 
42487 Sub 578 Part B which reads, in 
part, '•Between Evansville, Ind., and 
Vincennes, Ind., serving no Intermediate 
points, from Evansville over U.S. High¬ 
way 41 to Vincennes and return over 
the same route," The regular route au¬ 
thority is subject to the following re¬ 
striction: "Service is not authorized 

• • • (2) between points in Indiana 

• • V* Also contained in Sub 578, Port 
B, is a route between Boston and St. 
Louis, Mo., with Vincennes as an inter¬ 
mediate point. Petitioner states that it 
holds no authority at Evansville other 
than that described. Thus, the only way 
in which it can serve Evansville is by 
operating over the Vinccnnes-EvansviUe 
route which dead ends at Evansville; that 
the restriction against service between 
points in Indiana precludes the origina¬ 
tion or delivery of Evansville traffic at 
Vincennes, as well as the interchange of 
Evansville traffic at Vincennes; and that 
if, however, the restriction is read as 
precluding as well the tacking of the 
Evansville-Vincennes route, at Vin¬ 
cennes. to the Boston-St. Louis route 
of petitioner, the former route becomes 
meaningless and cannot be used for any 
purpose. By the instant petition, peti¬ 
tioner requests the Commission deter¬ 
mine that the restriction in Part B of its 
Sub 578 does not preclude tacking of Its 
Evansville-Vincennes route at Vincennes 
and that it may transport traffic to and 
from Evansville under the same condi¬ 
tions as It may to and from Vincennes. 
Any interested person desiring to par¬ 
ticipate may file an original and six 
copies of his written representations, 
views, or argument in support of or 
against the petition within 30 days from 
the date of publication in the Federal 
Register. 

No. MC 59264 (Petition for reopening 
of Proceeding and for Clarification and 


further Amendment of Petitioner's Cer¬ 
tificate of Public Convenience and Ne¬ 
cessity). filed April 17. 1967. Petitioner: 
SMITH & SOLOMON TRUCKING 
COMPANY, a corporation. How Lane, 
New Brunswick. N.J. Petitioner's repre¬ 
sentatives: Samuel W. Earnshaw, 833 
Washington Building. Washington. D.c 
20005. and Edward A. Martin. 1001 15th 
Street. NW , Washington, D.C. 20005. 
Petitioner states it presently hold* ;iu- 
thority in certificate No. MC 59264, or* 
segment of said certificate which reach 
as follows: "Ordnance and quartern: a - 
ter supplies, subject to certain rest, lo¬ 
tions, for U5. Government only, between 
Raritan Arsenal. Nixon, N.J.. and points 
in Philadelphia County, Pa., on the one 
hand. and. on the other, all military 
posts, forts, and reservations, naval 
bases, and ports of embarkation In New 
York, New Jersey. Connecticut, Massa¬ 
chusetts, Rhode Island, Maine, Pennsyl- 
vanla. Delaware, Maryland. Virginia, 
and the District of Columbia." Petitioner 
further states that since the grant o t this 
segment in its original grandfather au¬ 
thority in a certificate issued March 21, 
1941. continuous efforts were mad* by 
petitioner and resultant action taken by 
the Commission to revise and perfect 
the language of this segment so as to 
carry out the original purpose and intent 
under changed and changing circum¬ 
stances and conditions, so os to enable 
petitioner to operate a full, complete, 
and responsive service in implementa¬ 
tion of the public need for its specialized 
service and operation as to ordnance and 
quartermaster supplies. 

The situation involving transport a ion 
of ordnance and quartermaster supplies 
in the area involved in the Interest of 
the U.8. Government has again changed 
very drastically. The Raritan. NJ., Ar¬ 
senal has been abandoned and is no 
longer a Government facility, and many 
of the former military forts, post s. and 
reservations have been changed or dis¬ 
continued. The production and handling 
of the commodities concerned is now 
handled primarily through comme;rial 
facilities, although the basic intercut of 
the Government remains and has a need 
that the same type service be performed 
Petitioner's present certificate restric¬ 
tions are Inconsistent with its effective 
handling of such traffic under these 
changed circumstances. The purpose of 
the instant petition is to request that 
the pertinent segment of its operating 
authority in MC 59264, issued September 
18. 1962. be amended to read: "Ordnance 
and Quartermaster supplies, between 
Nixon, N.J., and points in Philadelphia 
County. Pa., on the one hand, and on 
the other, points in New York. New Jer¬ 
sey. Connecticut. Massachusetts. Rhode 
Island, Maine, Pennsylvania. Delaware. 
Maryland. Virginia, and the District of 
Columbia." Note : The petition is accom¬ 
panied by a verified letter from the De¬ 
partment of the Army, Headquarters 
US. Army Materiel Command, dated 
March 29, 1967, and a verified statement 
by Leon Smith. President of Petitioner, 
both, in support of a change to conform 
to the new conditions. Any person desir¬ 
ing to participate, may file an original 
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and six copies ol his written representa¬ 
tions, views, or argument In support of, 
or against, the petition within 30 days 
from the date of publication in the Fed- 

ttki Register, 

Ar plications Under Sections 5 and 
210a (b) 

The following applications are gov¬ 
erned by the Interstate Commerce Com¬ 
mission's special rules governing notice 
of filing of applications by motor carriers 
of property or passengers under sections 
!>'&» and 210a(b> of the Interstate Com¬ 
merce Act and certain oth er pr oceedings 
with respect thereto. (49 CFR 1.240). 

motor carriers or property 


No. MC-F-9748. Authority sought for 
control and merger by GRAFF TRUCK¬ 
ING COMPANY, INC., 2110 Lake Street. 
Kalamazoo. Mich. 49005, of the operating 
rlchts and property of BELL MOTOR 
FREIGHT. INC., 2135 Olmstead Road. 
Kalamazoo. Mich. 49001. and for acqui¬ 
sition by THOMAS B. WOODWORTH. 
8R , U Avenue, West. Schoolcraft, Mich., 
and FREDERICK J. BUCKHOUT. 5803 
North 16th Street. Kalamazoo. Mich., of 
control of such rights and property 
through the transaction. Applicants' at¬ 
torneys: John M. Veale, 1 Woodward 
Avenue. Detroit, Mich. 48226, and Leon¬ 
ard D. Verdier, Jr., 1 Vanderberg Center, 
Grand Rapids, Mich. 49502. Operating 
rights sought to be controlled and 
merged: General commodities, except 
those of unusual value, and except dan¬ 
gerous explosives, intoxicating beverages, 
household goods as defined In Practices 
of Motor Common Carriers of Household 
Goods, 17 M.C.C. 467, commodities in 
bulk, commodities requiring special 
equipment, and those injurious or con¬ 
taminating to other lading, as a common 
carrier, over regular routes, between 
Chicago, Ill.. and Grand Rapids, Mich., 
wiring all intermediate and the off- 


routc point of Feimville, Mich.; com¬ 
modities as specified above, for operating 
convenience only, between Grand Rapids, 
Mich., to Benton Harbor, Mich., serving 
no intermediate points; paper , paper 
products , and paper manufacturing mu¬ 
ch inerp and parts thereof , and paper 
mtll supplies, over irregular routes, be¬ 
tween points in Michigan on and west of 
CB. Highway 27 and on and south of 
U.S. Highway 16. on the one hand. and. 
on the other, certain specified points In 
Ohio, and Huntington, W. Va., points in 
Indiana on and east of UB. Highway 31 
and on and north of U.S. Highway 52. 
axid certain specified points in Ohio, and 
those in Ohio and Kentucky within 10 
ntnes of Cincinnati. Ohio; paper labels, 
from Cincinnati, Ohio, to Sparta, Mich.; 
pricing paper. from Watervliet, Mich., 
to Blanchester, Ohio; magazines, from 
Dayton and Springfield. Ohio, to Sparta, 
«Jch, and certain specified points in 
**»lch!gan; jute, jute fiber, and carpet 
whfon linings, from Franklin. Ohio, to 
Points in that portion of Indiana lying 
on and north of UB. Highway 52 from 
X Indlana-Ohio State line to Indlanap- 
2"?’ In f on and east of U.S. Highway 31 
^«n Indianapolis to Peru, Ind., and 
UUl °* Highway 24 from Peru to 


the Indiana-Ohlo State line. Including 
points on the designated portions of 
the highways above described except 
Indianapolis and Peru. Ind., and points 
on UB. Highway 24; and propellers . 
from Plqua. Ohio, to points in Michigan 
on and west of UB. Highway 27. and on 
and south of UB. Highway 16. ORAFP 
TRUCKING COMPANY. INC.. Is au¬ 
thorized to operate as a common carrier 
in Michigan, Kentucky. Missouri. Iowa. 
Indiana. Illinois, Ohio, and Wisconsin. 
Application has been filed for temporary 
authority under section 210a<b>. 

No. MC-F-9749. Authority sought for 
purchase by JOE HODGES TRANS¬ 
PORTATION CORPORATION, Post Of¬ 
fice Box 82397, Oklahoma City, Okla., of 
a portion of the operating rights of LEE 
WAY MOTOR FREIGHT. INC.. 3000 
West Reno. Post Office Box 82488. Okla¬ 
homa City, Okla.. and for acquisition 
by GEORGE T. PEW. 231 Chisholm Hill 
Road, Haverford, Pa., of control of such 
rights through the purchase. Applicants* 
attorneys: Leroy Hallman. 4555 First Na¬ 
tional Bank Building, Dallas, Tex., and 
Richard H. Champlin, Post Office Box 
82488, Oklahoma City. Okla. Operating 
rights sought to be transferred: General 
commodities, except those of unusual 
value, classes A and B explosives, house¬ 
hold goods, as defined by the Commis¬ 
sion. commodities In bulk, and those re¬ 
quiring special equipment, as a common 
carrier, over regular routes, between 
Lawton, Okla., and Wichita Falls. Tex. 
Vendee is authorized to operate as a com¬ 
mon carrier in Oklahoma and Texas. Ap¬ 
plication has not been filed for temporary 
authority under section 210a(b). 

No. MC-F-9750, Authority sought for 
( 1) co ntrol and merger by KROBLJN 
REFRIGERATED XPRESS, INC., Post 
Office Box 5000, 2125 Commercial Street. 
Waterloo. Iowa, of the operating rights 
and property of ARROW MOTOR 
FREIGHT LINE, INC., 498 First Avenue 
NW., New Brighton. Minn., and (2) pur¬ 
chase by TAKIN BROS. FREIGHT LINE. 
INC., Post Office Box 5000. 2125 Com¬ 
mercial Street. Waterloo. Iowa, of a por¬ 
tion of the operating rights of ARROW 
MOTOR FREIGHT LINE. INC., 498 First 
Avenue NW.. New Brighton, Minn., and 
for acquisition by ALLEN E. KROBLIN, 
MILDRED E. KROBLIN. both of 104 
Lillian Lane, Waterloo, Iowa, and 
LOYAL H, FRISCH, 3018 West Ninth 
Street. Waterloo. Iowa, of control of such 
rights and property through the trans¬ 
action. Applicants' attorneys: Stockton, 
Lewis and Mitchell, The 1650 Grant 
Street Building. Denver. Colo. 80203. Op¬ 
erating rights sought to be (1) con¬ 
trolled and merged and (2) transferred: 
(1) General commodities, excepting, 
among others, household goods and com¬ 
modities in bulk, as a common carrier, 
over Irregular routes, from points in 
Black Hawk County. Iowa, to Waterloo, 
Iowa, from Waterloo. Iowa, to certain 
specified points In Iowa; malt beverages, 
from Minneapolis, Minn., and La Crosse. 
Wls., to certain specified points in Iowa; 
household goods as defined by the Com¬ 
mission. between certain specified points 
In Iowa, on the one hand, and, on the 
other, points in Iowa, Illinois. Minnesota, 


and Wisconsin; and meats, meat prod¬ 
ucts. and meat byproducts and articles 
distributed by meat packinghouses . as 
described In sections A and C of appendix 
I to the report in Descriptions in Motor 
Carrier Certificates, 61 M.C.C. 209 and 
766 (except hides, and commodities in 
bulk), from Waterloo and Columbus 
Junction. Iowa, to points In Minnesota, 
with restrictions; and (2) general com¬ 
modities. excepting, among others house¬ 
hold goods and commodities in bulk, as 
a common earner, over Irregular routes, 
between Waterloo and Oelwein, Iowa, 
on the one hand. and. on the other. Min¬ 
neapolis and St. Paul, Minn., between St. 
Paul, Minn., on the one hand, and. on 
the other. South St. Paul and Newport, 
Minn., between certain specified points 
In Minnesota. KROBLIN REFRIG¬ 
ERATED XPRESS. INC., Is authorized 
to operate as a common carrier in New 
York. Illinois. Iowa, Michigan. Florida. 
New Jersey. Ohio. Pennsylvania. Okla¬ 
homa. California, Wisconsin, Kansas. 
Virginia, Nebraska. Minnesota. Colo¬ 
rado, Maryland. Massachusetts, South 
Carolina. Texas, Missouri. Indiana. Ar¬ 
kansas, Delaware, Maine, New Hamp¬ 
shire. Vermont, Connecticut. Rhode Is¬ 
land. West Virginia. North Dakota. Ala¬ 
bama, Tennessee. South Dakota. Louisi¬ 
ana, Mississippi, Kentucky, Wyoming, 
North Carolina, and the District of Co¬ 
lumbia: and TAKIN BROS. FREIOHT 
LINE. INC., is authorized to operate as a 
common carrier in all points in the 
United States (exoepting Colorado. 
Idaho, Montana, North Dakota, Oregon, 
South Dakota, Utah, Washington and 
Wyoming). Application has been filed 
for temporary authority under section 
210a(b>. Note: MC-87909 Sub-No. 9 is 
a matter directly related. 

No. MC-F-9751. Authority sought for 
purchase by HENNIS FREIGHT LINES. 
INC.. Post Office Box 612, Winston- 
Salem. N.C. 27102. of a portion of the 
operating rights of A-P-A TRANSPORT 
CORP., 2110 85th Street. North Bergen. 
N.J. 07047, and for acquisition by 8. H. 
MITCHELL, also of Winston-Salem, 
N.C., of control of such rights through 
the purchase. Applicants' attorneys and 
representative, respectively: James E. 
Wilson, 1735 K Street NW.. Washington. 
D.C. 20006. Herbert Burstein, 160 Broad¬ 
way. New York. N.Y. 10038. and Frank 
C. Philips. Post Office Box 612, Winston- 
Salem. N.C. Operating rights sought to be 
transferred: General commodities , ex¬ 
cepting, among others, household goods 
and commodities in bulk, as a common 
carrier. over irregular routes, between 
points in Union County. N.J., on the one 
hand. and. on the other, points in New 
York east and south of a line beginning 
at the New York-Pennsylvanla State line 
and extending along New York High¬ 
way 7 to the New York-Vermont State 
line, including points on the indicated 
portion of the highway specified. Vendee 
Is authorized to operate as a common 
carrier In Georgia. South Carolina, 
North Carolina, Virginia, Michigan. 
Ohio, Indiana, Illinois. Maryland. New 
York, Pennsylvania. New Jersey. West 
Virginia. Massachusetts, Rhode Island. 
Florida. Delaware, Missouri, Wisconsin. 
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Kentucky, Alabama, Connecticut, and 
the District of Columbia. Application has 
not been filed for temporary authority 
under section 210a<b). 

No. MC-F-9752. Authority sought for 
purchase by DEAN VAN LINES. INC., 
18420 South Santa Fe Avenue, Post Office 
Box 923, Long Beach, Calif. 90801, of the 
operating rights of PERRY MOVING L 
STORAGE, INC., 14 West Roy Street. 
Seattle. Wash. 98109, and for acquisition 
by DEAN VAN k STORAGE. INC., and 
DEAN INVESTMENT CO. and, in turn 
by A. E. DEAN, all also of Long Beach. 
Calif., of control of such rights through 
the purchase. Applicants' attorneys and 
representative: Axelrod, Goodman, and 
Steiner. 39 South La Salle 8treet. 
Chicago, Ill. 60603 and Phelix Wocmpner, 
14 West Roy Street. Seattle. Wash. 98109. 
Operating rights sought to be trans¬ 
ferred: Household goods as defined by 
the Commission, as a common carrier 
over irregular routes between Seattle. 
Wash., and points within 25 miles of 
Seattle, on the one hand, and, on the 
other, points in Washington, Oregon, and 
Idaho. Vendee is authorized to operate as 
a common carrier In Arkansas. Colorado. 
Connecticut, Delaware. Georgia. Illinois. 
Indiana, Iowa, Kansas, Kentucky, 
Louisiana, Maryland, Massachusetts, 
Michigan. Minnesota. Missouri. Ne¬ 
braska, New Jersey, New Mexico. New 
York, North Carolina, North Dakota. 
Ohio. Oklahoma. Pennsylvanla, Rhode 


Island. South Carolina, South Dakota, 
Tennessee. Texas, Virginia, West Vir¬ 
ginia. Wisconsin, Wyoming, Maine, New 
Hampshire, Vermont. Alabama, Florida. 
Mississippi, Arizona. California. Nevada, 
Utah, Montana, Idaho, Oregon, Wash¬ 
ington, and the District of Columbia. Ap¬ 
plication has not been filed for temporary 
authority under section 210a<b). 

No. MC-F-9753. Authority sought for 
purchase by WEATHERS BROS. 
TRANSFER CO., INC.. 2728 Northeast 
Freeway, Northeast, Atlanta, Ga. 30329. 
of the operating rights of SWIFT VAN 
AND STORAGE CO.. 5200 South Topeka 
Boulevard. Topeka. Kans.. and for ac¬ 
quisition by R. L. WEATHERS. MRS. 
W. W. WEATHERS. MRS. GLORIA 
DOBBS, all also of Atlanta. Ga.. and 
L. W. WEATHERS. 1268 Druid Park Av¬ 
enue, Augusta. Ga.. of control of such 
rights through the purchase. Applicants' 
attorney: Robert J. Gallagher. 66 Central 
Street. Wellesley. Mass. 02181. Operat¬ 
ing rights sought to be transferred: 
Household goods, as defined by the Com¬ 
mission, as a common carrier over irreg¬ 
ular routes, between Overland, Mo., and 
points within 35 miles of Overland, on 
the one hand, and, on the other, points 
in Missouri, Illinois. Minnesota. Michi¬ 
gan. Mississippi. Indiana, Ohio. Tennes¬ 
see, Pennsylvania, Arkansas, Iowa, Colo¬ 
rado. Kansas, Kentucky, and New Jersey, 
between points in Missouri and Illinois, 
on the one hand. and. on the other, points 


in Missouri. Illinois. Kansas. Michigan. 
Ohio, Texas. Oklahoma, Pennsy lvanla, 
Arkansas, Iowa, Tennessee, Indians, 
Wisconsin. Alabama, Kentucky, and 
Nebraska, between Overland, Mo., and 
points in that part of Missouri and 
Illinois within 35 miles of Overland on 
the one hand, and. on the other, points 
in Florida. Georgia. Louisiana. New York, 
and the District of Columbia, between 
points in Missouri, except Overland. Mo., 
and points In Missouri within 35 mile* 
of Overland, on the one hand. and. oq 
the other, points in Minnesota. Missis¬ 
sippi, Colorado. New Jersey. Florid*. 
Georgia. Louisiana, New York, and the 
District of Columbia. Vendee is author¬ 
ized to operate as a common carrier in 
Georgia, Alabama. Arkansas, Delaware. 
Florida, Illinois, Indiana, Kentucky. 
Louisiana, Maryland. MassachuMtU, 
Michigan, Mississippi. Missouri, Nev 
Jersey. New York. North Carolina. Ohio. 
Oklahoma. Pennsylvania. Rhode Island, 
South Carolina, Texas, Virginia, Connec¬ 
ticut, Tennessee. West Virginia, and the 
District of Columbia. Application haa 
been filed for temporary authority under 
section 210a(b>. 

By the Commission. 

(seal) H. Neil Garson 

Secretary 

|Pit Doc 67-6772: Filed, May 23. 1967; 

8:49 am.) 
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(updated and republished annually). 

Describes the creation and authority, organization, and func- 
lions of the agencies in the legislative, Judicial, and executive 
branches. 
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